No basis for 
allegations 
. op feaflets 


Id Berg, 18, St.- Louis, 
told the Press-Record Thursday 
afternoon he has no evidence to 
justify use. of a Granite City 
Police officer’s name in “U.S. 
Labor Party” leaflets 
distributed here. 

Pressed to explain the basis 
for. drug abuse insinuations, 
the blond youth said such 
allegations relate to the party’s 
assumptionse linking various 
organizations, 

He. contendéd that police 
departments cooperate with the 
Law Enforcement Assistance 
Administration, which he 
alleged is dominated by wealthy 

"Americans who seek to sub- 
jugate the nation by en- 
couraging drug misuse. 

Disorderly jconduct arrests 
Oct. 30 at the Crossroads Plaza 
Shopping Center parking lot 
were attributed by Berg to 
harassment. 

Authorities say that detaining 
of shoppers by Labor Party 

flet distributors has been in 

‘ogress since August, and that 
rrests were started after 

arnings failed. 
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‘Grassroots Government” 


\Chouteau Town Board 6 p.m. 
| today, Nov. 3, at 825 Thor- 
| ngate Drive. 

Granite City Council 8 p.m. 
today, Nov. 3, at GC City Hall. 

!Granite City School Board 7:30 

| p.m. Tuesday, Nov. 4, at 20th- 

| Adams. 

HBast Side Levee and Sanitary 
District Board j10 a.m. 
Wednesday, Nov,/5, at 1707 

« Madison Ave., fate City. 

Madison School rd 7 p.m. 
Wednesday, Nov. 5, at 1707 
Fourth St. ‘ 

Madison City Council 7:30 p.m. 
Wednesday, Nov. 5, at 
Madison City Hall. 


State lottery: 


Results of the Ilinois state 
lottery Thursday night: 
WEEKLY LOTTO 
29 
37 
23 
36 


06 
WEEKLY BONANZA and 
MILLIONAIRE 
QUALIFICATION 
301 
156 
+ 835 
SUPER BOWL 
(Friday Drawing) 
651 
5320 
11939 
589004 
PLAY OFF 
(Friday Drawing) 
(23538 


88967 
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ar victim Mizell will address 
East-West Gateway 


was driving east on Bighteenth 
Street approaching the in- 
tersection when Mr. Wooley 
walked into the path of his car, 

Woods said that he applied his 
brakes but was unable to avoid 
striking the pedestrian. No 
charges were filed. 

Mr. Wooley was taken to St. 
Elizabeth Hospital here and 
treated for lacerations to the 
back of his head, abrasions to 
both legs and his right thigh. He 
was transferred to the St. Louis 


(Continued on Page 3) 


Wilmer D. “Vinegar Bend’’ 
Mizell, assistant secretary of 
commerce for economic 
development, U.S. Department 
of Commerce, will be the 
featured speaker at the annual 
banquet of the East-West 
Gateway Coordinating Council 
Tuesday in the Meridian 
Ballroom of the University 


Scout district 
retains Layloff 


* ROBERT WOOLEY 
Injured Fatally 


Robert W. Wooley, 89, of 3253 | 
Edgewood Ave., died at 7:45 | 
p.m. Friday at Firmin Desloge 
Hospital, St. Louis, of injuries 
received when he was struck by 
a car at 18th Street and Edison 
Avenue at 5:35 p.m. 

The driver of the auto, Dwight 
Woods, 26, of 812 Washington 
Ave., Madison, told police he 


By WALTER STRANGE 

Press-Record Staff Writer 
Dr. Thomas Layloff was re- 
elected chairman of the Uniwah 
(Quad-Cities) District .of the 
Cahokia Mound Council, scout 
leaders. were presented the 
District Award of Merit and a 
special award was presented to 
‘Thomas Hooks of Venice at the 
annual diétrict recognition 


STANDING OVATION FOR TOM HOOKS. Tom Hooks of 


Venice receives a,standing ovation from fellow scout leaders Thursday 


evening at the Uniwah (Quad-Cities) District scout dinner as Dr. Thomas 
Layloff, district chairman, (standing) presents Hooks the Exploring Distin-. 
guished Service Award. Hooks, who four years ago was injured severely 


” ye 


« 


dinner~and business meeting 
Thursday evening in the First 
United Presbyterian Church. 
More than 150 active scout 
leaders attended the event. 
Eight local scouters each with 
a long history of service to 
youth in the area, were 
presented the District Award of 
Merit, the highest honor a 
(Continued on Page 3) 


Center, Southern Illinois 
University at Edwardsville. 

A)so¢ial hour at 6:30 p.m. will 
precede the 7:15 p.m. dinner. 

Assistant Secretary Mizell 
heads the Economic 
Development Administration, 
an agency established under the 
Public Works and Development 
Act of 1965. 

Its role is to help create jobs 
and increase incomes in areas 
of the nation with critical 
unemployment problems. 

In addition to directing the 
programs of the Economic 
Development Administration, 
Mizell advises the secretary of 
commerce on economic con- 
ditions in various sub-regions of 
the United States. 

Prior to being appointed to. 
the federal post, Mizell served 
for six years as the represen- 
tativelin Congress from the fifth 
distriet of North Carolina, a 
sevenicounty area in the nor- 
thwestern part of the state. 

Mizell previously spent time 
in the St. Louis area, where he 


Washington, D.C., has continued his activities-with Exploring by helping 


conducting training seminars for 


pitched five years for the 
Cardinals baseball team. 

Officers of Gateway Council’s 
board of directors, elected at 
the October monthly meeting, 
will be introduced at the 
banquet, including new 
Chairman Nelson Hagnauer of 
Granite City. 

Government officials, agency 
heads and community leaders. 
will be among those present, / 


Weather outlook 


A period or two of showers 
and possibly thundershowers 
likely today, ending early 
to ght. H High today in the low 
70s.'Low tonight in low 50s. 
Tuesday mostly sunny and mild 
with high in the mid-70s. Mild 
weather will be the rule Wed- 
nesday through Friday with 
highs from the mid-60s to low 
70s, and lows from the low 40s to 
low 50s. 


Inctuding 
Adve 


in region 
is slated 


High honors and extensive 
responsibilities are being 
placed on the shoulders of 
Granite City Supervisor Nelson 
Hagnauer, who has accepted 
the chairmanship of the East- 
West Gateway Coordinating 
Council for the January 1976- 
December 1977 biennium. 

He and outgoing Chairman 
Lawrence Roos, former St. 
Louis County supervisor, will be 
in the spotlight at the Gateway 
Council's -annual general 
assembly meeting at 6:30 p.m. 
tomorrow at Southern Illinois 
University at Edwardsville. 

‘Hagnauer (right) is shown in 
the adjacent photograph with 
Alan C, Richter (left), acting 
executive director of Gateway. 
Richter is filling the post for- 
merly held by Eugene G. 
Moody. 

As indicated by the map 
behind the two men, the 
jurisdiction’ is metropolitan in 
nature, affecting wide areas of 
Illinois and Missouri, including 
as nucleus the City of St. Louis. 

Gateway is the regional 
comprehensive ~planning 
agency for the bi-state St. Louis 
area and also is the “area 
council of governments.” 

Hagnauer serves on the 
Gateway Council board as 
chairman of the’ Madison 
County Board. 

The chairmanship of 
Gateway rotates every two 
years between officials from the 
Missouri and Illinois portions, 
reflecting the sharing of some 
governmental functions by the 
Participating agencies as a 
means of achieving a needed 
level of ends coor- 
dination. \ 

Anexample of Gateway’s role 
is its decision last week to make 
a study proposed by Hagnauer 
on the traffic congestion 
stemming from the fact. that 


some metropolitan area bridges 
are free and others collect tolls? 
Federal acquisition of some 


(Continued on Page 4) - 


Work on 
Corral 
resumes, 


halted 


Construction work on a new 
lounge building at 3304 (rear) 
Nameoki Road was halted 
Thursday afternoon on orders of 
City Building Inspector Robert 
Kelly pending a new study of 
drainage requirements and 
conferences with residents of 
the neighborhood jin an effort to 
resolve their objections to the 
building project. 

City Council members agred 
to a temporary shutdown of the 
project last week after a 
delegation of residents living 
near the site of the new tavern 
objected to its construction on 
grounds that it would create 
serious drainage problems; 
particularly in the yards of 
homes immediately adjoining 
the lounge site, that it would 
devalue property in the neigh- 
borhood and would create noise, 
sanitation and traffic 
congestion difficulties. 

Kelly said the building work 
will remain shut down pending 
further action by the council 
which is expected to hear 
reports in thé controversy at 


(Continued on Page 3) 


Grant store 
here closes 


The W. T. Grant Co. Grant 
}City’ store at the: Nameoki 
\Village Shopping Center in 
Granite City was shut down at 
the close of business Friday 
night due to the firm's national 
financial problems. 

Between 75 and 85 full-time 
and part-time employes here 
were affected by the closing. 

A final going-out-of-business 
sale was‘ described today as 
Peopepe ruta definite. ro any 


Germans settle 


(Fourth in a series of articles 
on Quad-City<area history — 
presented as part of the local U. 
S. Bicentennial observance — 
follows. It was written by Mrs. 
Georgia Engelke.) 

German immigration into 
Six-Mile Prairie began in the 
early 1850s. 

The Germans 
prominent part in the 
development of the 
agricultural, industrial and 
social life of this area. 

Many of these young im- 
migrants began as hired men, 
and then became renters and 
gradually acquired farms of 
their own. 

The old settlers were ready to 
give, UP the struggle with the 

and the hardships of the 
settlement of a new country. 


took a 


‘on local farms 


calling the locality around the 
station Kinder.* 
(Continued on Page 3) 


‘They were as eager to sell » 


their farms as the newcomers 
were to buy them. 

They cleared the forests and 
broke up the virgin grass. With 
persistent hard work, they 
converted them into productive 
fields and gardens.~ 

In the early 1850s, railroads 
in Madison 


When a railroad was built © 


through Six-Mile Prairie, the 
railroad station was called 
Kinder Station. 

Calvin’ Kinder’ was a 
prominent citizen of the area, 50 
the station was named in his 


honor. 
Soon after this, people began 


case, the store is closed to 
customers at present: 

Similar sudden shutdowns 
occurred at other Grant stores 
in the St. Louis metropolitan 
area Friday night. 

The company said in New 
York its latest closings will 
affect 280 stores by late 
December and that it will limit 
its retail operations to an area 
{east of Cleveland and north of 
Baltimore.” > 

Grant went under protection 
of bankruptcy Chapter 11 on 
Oct, 2 and won court. approval 
last week for 301 earlier store 
liquidations. It is continuing to 
operate, and has _— court 
protection against creditor 
lawsuits while trying to work 
out a plan for paying its debts; 

With 493 stores. remainit 

(Continued on Page 3) 


WINNING SEASON. wes achieved by the GCHS - 
South: Warriors here Saturday when they defeated East 
St. Louis 35-20 to end their, year with a 5-4 record. Split 


Eel din Tacks if chown Spye sar ineeseaar <i 
Among © 


Warriors against the 
complishments during the: 


Soe an teige eBven e 


Bunjan pass and lateraled to Joc’ Ward for a South touch- 
down three seconds before the halftime." . (Prea-Record Photo) .° - 


“4 


\ 
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DRUG STORES 


[Odfei Vern -ySh Wel (el aavol anh re hone 


? GRANITE CITY MADISON. BELLEMORE 
P i 876-5858 877-0828 451-7560 


REES RI-COR 877-50 


Revlon 
Professional 
' Setting 
Lotion 


* Reg. or Extra Hold 
$2.00 


\ 


Revion Special 
Silicake Lotion 
$] 19 


$1.75 Value... 


Revion 


FLEX 


Balsam Portein 
Conditioner 


65 


4-oz. 
Jar 


$] 
Revion J 


MILK PLUS 
SHAMPOO 
12-0z. $ ] 98 


Reg., Oily 
Tinted & Bleached °3.25 Value 


Greative 
Gandles 


Add light and life to 
your home decor. 
(Exciting aromas, 
too!) 


Pee ene ours 


f] PEOPLE 
‘& NEED 


i 
-+- Not robots! The opportunity to ‘pe of solace 
as well as of service in times of stress is para- 
mount at this pharmacy. We believe in es- 
tablishing @ personal rapport with our cus- 
tomers; that the health value of professionally 


. dispensed prescription medicine is enhanced by 
a friendly, interested attitude on our part. 


PRESCRIPTION DELIVERY 
Reese Drug Stores. 


Rozycki-Gabriel betrothal 
.. ~ Marie to John Michael | | 
Mr. and Mrs. Henry R omicieh. to. 0! m Michael 
Sane Rogycki, 1701 Elizabeth | 
‘A graduate of Granite City | 
High School South, the ‘ide. 
elect is a senior student at) 


anne gement c 
their daughter, Miss Jane 


DALEY’S 
e Needlepoint e Yarn 
‘mbreidery e Crewel 
icture Frames e Gifts 
e Decoupage Supplies 
@ Paint & Wallpaper 
417 MADISON AVE. 
Madison, Ilinois 
“Phone 876-2453 


South High School and of 
Ranken Technical Institute, St. | 
Louis, He is presently employed | 
at Missouri Pacific Railroad. | 
The couple is completing 
plans for an Aug. 14 wedding. | 


TRY A PRESS-RECORD 
CLASSIFIED AD 


Pulsar’ proudly presents 
equal time for women 


Stainless steel with matching bracelet, $295: 14 kt. gold-filled, 
matching bracelet, $395. Other models very modestly priced from 
| $285 to $2750, 


‘* CONVEMENT WONTHLY PATENTS FoR ANT RESPONSIBLE YOUN AODCT 
‘FREE Bridal Registration © FREE GIN Wrapping © FREE Deivery 


Judson 
J EWELERS 


THREE FINE STORES TO SERVE YOU 


EDWARDSVILLE DOWNTOWN 
Open Friday Night Open Mon. & Fri. Night 


e BELLEMORE = 
‘ Open Mon. & Fri. Nights 


MISS JANE MARIE 


GABRIEL, whose engage- 


ment to John Michael Rozycki is being announced by 
her parents, Mr. and Mrs. Henry R. Gabriel, 3656 
Terrace Lane. An Aug. 14 wedding is planned. * 


300 attend KOPS rally at South 
* A KOPS (Keep Off Pounds 


Sensibly) graduation rally was 
held at the Granite City High 
School South for persons losing 
weight and maintaining the loss 
for three consecutive months. 


Silver Bells style 
show, tea Sunday 


The Venice-Madison Silver 
Bells Senior Citizens Club will 
host its second annual “Harvest 
Tea and Style Show" from 4 
p.m. to 6 p.m. Sunday in the 
Venice Recreation Center, 305 
Broadway, Venice. 

‘The show is open to the public. 
A $1 admission fee will be 
charged. 

Mrs. Gertrude . Young, 
chairman of the event, said a 
display of artwork also is 
planned. 


PICK THE CLUB THAT SUITS YOUR NEEDS 


Save Per Week 


Receive 


of Granite City 


FEHLING AT NAMEOKI ROAD/GRANITE CITY, ILLINOIS 


MEMBERF.D‘1.C. 


62040/618-876-1240 


Peggy and Ellis Hackney of 


Granite City, area captaing, 


hosted the event. Guests ip- ( 
cluded Marge Thurman 
Carthage, area supervisor; and 


edding of i 
a es sages Pa ie ie 


Williams-Sudholt engagement 


Announcément is. being made 
of the eng4gement and plans for. 


Geralyn 
Glenn Howard Williams by-her 
parents, Mr. and . Mrs. 
Raymond J. Sudholt, 1745 
Primrose Ave. 

Miss Sudholt, a graduate of 
Granite City High School, is 
presently employed as a 


Rose Ann Brown of Quincy and | 


Barbara Wilt of Bushnell, area 
captains. 

Dorothy Donohue, a Granite 
City member,-gave an incentive 
speech: 

A total of 300 attended the 
event, representing 30 area 
chapters, 


Coffee party for 
Mrs. Dan Walker 
here Wednesday 


Mrs. Hubert. A. (Helen) 
Hawkins, 2600: Angela Drive, 
will entertain Mrs. ‘Roberta 
Walker, wife of Illinois 
Governor Dan Walker, at a 
coffee hour at 2 p.m. Wed- 
nesday in her home. 

Several senior. residents and 
families living in the area of the 
Hawkins’ home are being in- 
vited to meet with Mrs. Walker 
and discuss issues of mutual 
interest, Mrs. Hawkins said. 

——~Prior to the coffee, Mrs. 
Walker may accept an in- 
vitation to greet area senior 
citizens whose health will not 
permit them to attend the social 
gathering, the hostess advised. 


BANANA DEBUT 
On June 5, 1876, visitors to 
the Centennial Exposition in 
Philadelphia sampled the 
first bananas they’d ever 
eaten. 


\secretary at Lawton-Byrne- 


Bruner Insurance Agency, St. 
‘The prospective’ m is a 
son of Mr. and Mrs. James I. 


/ Williams Jr. 129 Riviera Drive, 


He also is a graduate ‘of South 
High School and works at Speed 
Feet) wading i being 

Ad we - 
planned By. the engaged couple. 


BETROTHED. Miss Geralyn Marie Sudholt and 
Glenn Howard Williams, whose engagement and plans 
for a July wedding are being announced by the bride- 
elect’s parents, Mr. and Mrs. Raymond J. Sudholt, 1745 


Primrose Ave. 


(Gravemann Phowopraphy? 


Thom as-Ripley nup tials. 


The wedding of Miss Sandra 
Kay Ripley and Ray Dean 
Thomas was solemnized at the 
Old Court House in St. Louis, at 
9:30 a.m. Oct. 23. The Rev. 
Victor Wells, pastor of the First 
Baptist Church, St. Louis, of- 
ficiated. 

Attending the couple were 
Mr. and Mrs. James Record, 
130 Arnold St,, Collinsville, the 
bride’s parents, and Mrs. Sally 
Thomas, 1306 Grand Ave., 
Madison, mother of the groom. 
He also is the son of the late Ray 
Thomas. 

The bride wore a white crepe 


gown fashioned with a empire. 


waist, a small collar-and long 
fitted sleeves, enhanced with 
lace inserts. 

Her semi-full skirt was 
defined at the waist with a sash, 


IF ITS REAL ESTATE 
ITS MR. COCRANE 
CALL 876-1768 


tied in the back. She, wore 
corsage gf blue carnations. 
The couple is now residing at 
4140 Division St. The groom is 
employed at National Lead Co. 


— 
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Granite City Press‘Record, Inc. 
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Subscription Rates 
Per Copy 
Mail Subscriptions 
Yeor 6Mo. 
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City Rural Routes 
Zones 1-2... 
Zone 3... 

Zone 4..... 
Zone 5.... 
Zone 6 

Zone7 

Zone 8 


Servicemen 4.90 


7th Big Week 
of 
the BOUTIQUE II by u.c. 


Special Introductory Offer 


Selected Groups 
\. of Early Fall | 


SPORTSWEAR & DRESSES 


assess 


’ 8 Week 


(LONG and SHORT) 


Regular 
S8-S11.. 
$12- 
$17- 
$23-529. ; 
$30-537. . 
538-46. 
S47-556. 
857-67. 
568-579» 
$80- 


$16. 
$22. 


$92. 


1312 Nineteenth 


Granite City 


Now a 
: *6.88 
39.8 
12.8 
*16.8 
$22.8. 
29.88 
°35.88 


=) 
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: Gepeescs mm enee iene 
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Scout district 


(Continued-from Page 1) 
? district may present a volunteer 
leader. 

‘Those’ receiving the awards 
were: 

Kendall, -Hillmer, now 
scoutmaster of Boy Scout Troop 
7, who formerly served as an 
assistant scoutmaster of Troop 
7 and on the troop committee. 
Hillmer also has been an 
assistant cubmaster of Pack 12 
for three years; he is a member 
of the Order of the Arrow and 
has: participated in all areas of 
leader ‘training. 

Mrs. Arlene Joyge Laub who 
became a Den Mother in 1964 
and served in that capacity for 
three years. Since that time she 
has been active in the Women’s 
Reserve and the Seouter 
Reserve, in addition to serving 
on the Pow Pow staff for four 
years. She'also has earned the 
Den Mother award. 

Mrs. Helen K, Miller, a Den 
Mother and Den Leader for 
seven years. She also has 
served as a member of the Boy 
Scout Troop Committees for two 
years. Mrs. Miller has been 
giving leadership to Pack 46 
since 1969. 

J. Richard Hooks, currently 
adviser to Explorer Post 10-4, 
has served as Philmount 
Expedition leader, director of 
Camp Sunnen for three years 
and assistant director one year, 
a national camping school 
graduate, Vigil member of the 
Order of the Arrow and former 
assistant ecoutmaster of Troop 
102. 

J. R. “Charlie” Shanks, now 
active with the district Training 
Committee, serving as chair- 
man for Boy Scout leader 
training. He has been active in 
scouting since 1964, formerly 
serving as cubmaster of Pack 24 
for several years, scoutmaster 
of Troop 22 for two years and 
assistant scoutmaster of Troop 
22. 

Mrs. Rose Lawrence, Madison, 
currently in the Scouters 
Reserve. She has been active in 
Pack 21, serving four years as a 
Den Leader and participating in 
the Pow Wow and other Cub 
Leader training courses and 
helping with roundtables and 
district and councilwide ac- 

" tivities. 

Kenneth'-Clark, scoutmaster 
of Troop 41 for the past three 
years. He has served since 1968 
as a committee chairman and 
member of the Troop 41 adult 
committee; Clark also is an 
active member of the Order of 
the Arrow. 

E. Ray Grisham has served 
on the council executive board 
since 1970, served as_vice- 
president of the council and 
currently is president of the 
Cahokia Mound Council, a post 
he has held for the past two 
years. He has also been active 
as an Institutional Represen- 


REALTOR 


1K AEGEL 


The KEY To All Your 
REALESTATE And 
INSURANCE Needs! 


2721 Madison Ave. 
452-1125 


‘M-V Rotary winding 


up United Way drive 


Several prospect cards for the 
United Way campaign being 
handled by members ‘of the 
Madison-Venice Rotary Club 
have not been turned in, ac- 

ing to~- Rotarian Wayne 

annell, chairman of the M-V 
drive. 

‘Scannell asked that Rotarians 
finish their calls no later than 
Monday and turn in’ their 
reports to him. 

Tn a business meeting of the 
club Wednesday noon at the 
Madison Recreation Center, 
Willie Walker, project director 
for the Madison-St. Clair County 
Urban League, was inducted as 
a new member by Rotarian 
Jack Friedman. 

Rotarian Larry Palkes 
reported that reservations - for 


Ilinois Bell 
to collect old 
directories 

As part’ of a statewide 
program of directory recycling, 


Illinois Bell will pick up the old 
directories in the Granite City, 


(" East Louis and Belleville areas 


Nfor, the first time this year. 
) Diréctory delivery, which will 
take place in East St. Louis 
Nov. 6, Belleville Nov. 10, and 
Granite City Nov. 7, will be the 
first for Illinois Bell since the 
area was purchased from 
Southwestern Bell last January. 
In addition to the directories 
picked up in the large com- 
munities, the company also will 
pick up all directories in nearby 
communities in the area which 
are served by Illinois Bell and 
are included in the regular 

directory delivery program. 


tative of an explorer post. 

The Awards of Merit were 
presented by. W. F. “Mick” 
Strange, vice-president of the 
Cahokia Mound Council. 

In recognition of his service to 
others, leadership ability and 
true “Scouting Spirit,” Thomas 
Hooks of Venice was presented 

‘special award by Dr. Layloff. 

Prior to June 4, 1971, Hooks 
was active in Boy Scouting and 
Cub Scouting in Venice and was 
the first member of Explorer 
Post 10-4 earning his Eagle 
Scout award, While attending a 
national Explorer Presidents 
conference in Washington, D. 
C., he had a diving accident that 
nearly caused his death and 
made him a quadriplegic. 
After more than a year in 
hospitals fighting for his » 
young Hooks became ‘active 
again in Exploring. 

Despite being confined to a 
wheelchair, he has helped 
organize three new Explorer 
posts, conducted a councilwide 
Explorer officers training 
seminar, in addition to con- 
ducting two  councilwide 
Explorer planning conferences 
at Camp Sunnen. 

Officers installed in addition 
to Dr. Layloff are Mrs. Vee 
Throne, vice-chairman for 
cubbing; Taylor, vice-chairman 
for scouting: Thomas Hooks, 
vice-chairman) for Exploring, 
and Dewight /Smith, district 
commissioner. 


‘MAYTAG SALES & SERVICE 


PARTS & SERVICE FOR OTHER MAKES (Conventional) 


Welch Maytag, 1818 State 


the club’s ladies’ night on 
Wednesday, Nov. 19 at the 
Plantation Theater must be 
made at next Wednesday’s 
meeting. 

Several members of the club 
reported on various aspects of a 
District Rotary Information 
Institute held at Blackburn 
College. 


Five charges 


against woman 


Sharon Wiley, 28, of 1719a 
Edison Ave., was charged 
during the weekend with three 
counts of forgery and two 
counts of contributing to the 
deliquency of a minor. 

‘The arrest late last week was 
the result of an investigation 
into the cashing of three stolen 
checks at local banks. During 
alleged attempts to cash checks 
at American National Bank and 
Granite City Trust and Savings 
Bank, a woman was ac- 
companied by a juvenile, of- 
ficers were told. 

The forgery. charges allege 
the cashing of two $110 checks 
at Granite City Trust dnd 
Savings Bank, and a $107 check 
at First Granite City National 
Bank, officers said. 


" Germans 


(Continued from Page 1) 


When the’ Methodist Church 
on the Thomas Gillham farm 
became old and unfit for ser- 
vices, Mr. Kinder suggested 
erecting a new building which 
could be used for a church as 
well as a district schoolhouse. 

Non-Methodists didn’t like the 
idea, They said that Mr. Kinder 
had “‘hooked” school money to 
build a Methodist Church. 

After 1858, the site of Old 
South Granite was known as 
“Kinderhook.”” 

In 1858, after the Indianapolis 
and St. Louis Railroad was 
completed, a station was built 
north of Kinder Station. 

A railroad conductor, A. A. 
Talmadge, called it 
“Nameoki"” because it was 
hazy and smokey. 

He got the idea from the 
Indian origin of the word, 
meaning “smokey.” 

Later, the township was 
called Nameoki. At one time, 
Nameoki was a prominent 
shipping point. 

By 1860, after a steady influx 
of German immigration into the 


area, the population began to 


grow. 

The people became concerned 
about the education of their 
children and their religious life. 

Schools were founded and 
these German children were 
taught English. 

On June 28, 1862, fourteen 
pioneer Christians met in the 
“‘woods” where the old District 
Central School was built later — 
three miles east of Granite City. 

‘They were going to organize a 
congregation for the German 
Protestants of Six Mile Prairie. 

These men were August 
Brandes, William Storck, 
August Ruwisch, Henry 
Ruswisch, Henry Deterding, 
Henry Harmeier, Louis Bruene, 
John Soechtig, Conrad Wolf, 
Fred . Meyer, Christian 
Burgdorf, William Harmeier, 
Fred Kahle and Christian 
Peiper. 

August Brandes served as 
temporary chairman and 
William Storck as secretary. 


/ ‘There’s No Place Like Singer, And 


Corral 
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< z 
its * meeting tonight. 
Kelly and City Engineer 
Monroe Brewer planned new 
inspections of drainage 
arrangements ‘at the tavern site 
during the weekend, while 
Alderman Emerald Dawes said 
he expected to meet .with 
residents yesterday and today 
to discuss possible agreements 
to satisfy the objectors. 

The new tavern is being built 
by B. C? Gitcho; owner of Corral 
Liquors at 3304, Nameoki Road. 
The lounge site is at the rear of 
and just north of the liquor store 
building, but is listed on the 
building permit as 3304 (rear) 
Nameoki Road. Gitcho has 
strongly defended the building, 
maintaining that drainage 
requirements have been 
properly met and that the new 
lounge will be an attractive 
addition to the business area. 

A motion to close down the 
building work until objections of 
area residents were met was 
introduced by Dawes after a 
petition signed by 63 residents 
of the neighborhood was sub- 
mitted to the council. 

Some of the aldermen at first 
protested there was nothing to 
be done to stop construction 
becaiise the area is zoned 
commercially and that the city 
engineer had approved plans 
for drainage. 


‘A majority of the 11 aldermen » 


attending last week’s meeting 
went along with Dawes in an 8 to 
3 vote after, he charged that 
Gitcho owes nearly $4,000 in 
sewer rental feeson properties 
he owns. Gitcho/said later that 
the fees are not relevant to the 
building issue and that he ac- 
tually does not owe the fees. 
This will be decided in court, he 
said. e 

Gitcho said the sewer fees 
were unpaid by persons who 
bought property from him and 
later defaulted, leaving the 
unpaid bills. 

Kelly said that prjor to the 
shutdown order Thirsday af- 
ternoon, framework was con- 
structed at the building, but was 
halted on his orders and those of. 
City Attorney George Filcoff. 

“Filcoff called me and was 
under the impression that the 
motion passed by the council 
did not involve a shutdown, but 
only an order that no sewer 
tapon be allowed until the back 
fees were paid,” Kelly said. 

“When he clarified the 
shutdown order, he called 
Gitcho with instructions to shut 
down the work,” Kelly noted. 

“Later, Filcoff called me 
back and said that he had been 
informed that some of the 


framework supports had not 
been secured and that it would 
present a dangerous situatiori to 
leave them that way. He asked 
if the workers could secure 
those joists before discontinuing 
work. I didn’t want anything left 
that might result in someone 
getting hurt. I told Filcoff to 
permit them to secure the 
framework and then — no more 
work.” 

Filcoff, meanwhile, said he 
was “considerably irritated,” 
by rumors, apparently 
originating among some of the 
néighborhood objectors,” that 
he is attorney for Gitcho. 

“fm not Gitcho’s attorney 
and never have been,” Filcoff 
said. 

“His attorney is Dick 
(Richard) Allen. “I am trying 
to run down the source of these 
assertions,” he said. 

Mayor Paul Schuler said that 
he has checked into the matter 
of a liquor license for the new 
lounge, and that he had 
received a legal opinion from 


Filcoff that the license issued _ 


for Corral Liquors would ‘‘cover 
both places.” 


Car victim 
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hospital after x-rays indicated 
possible fractures. 

Mr. Wooley was born in 
Kentucky and lived in the Quad- 
City area 58 years. 

He was a_ steelworker at 
Granite City Steel before 
retiring. He was a member of 
the United Steelworkers union 
and the Fraternal Society of 
Retired Members. 

His only known survivor is a 
niece, Mrs. H. Ludwig of 
LaHabra, Calif. 

Funeral arrangements are 
given in the obituary column. 


QUESTION: WHAT DOES THE 
WORD EBENEZER MEAN? 


For the answer see this column in 
Thursday's Press-Record, For 9. 
question or comment or Free! 
Home Study Course write to: 


JAMES E. JONES, Minister 
CLARK AVE. 
CHURCH OF CHRIST 
2130 Clark Ave PO Rox 1hb 
Gronite City il 62040 


Arrest three 


Three youths were arrested 
after police stopped their car in 
the 2900 block of Edgewood 
Avenue at 8:20 p.m. Sunday. 

Police on patrol said they 
noticed a construction 
barricade had been moved into 
the center of St. Clair Avenue at 
Dale Avenue. 

‘A suspicious auto pulled from 
a parking lot nearby and was 
stopped by police, who alleged 
finding open beer in the car. 

The driver, Daniel Messick, 
19, who resides at the YMCA in 
Granite City, was searched and 
officers alleged finding a bag of 
marijuana in his pocket. 
Messick was charged with 
unlawful possession of cannabis 
and illegal transportation of 
liquor. 

Passengers inthe car 
charged with disorderly con- 
duct were Lawrence Edwards, 
19, of 3023 Myrtle Ave., and 
Steve L. Schaeffer, 20, of 2772 
Madison Ave. 


Grant store 
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after the two groups of closings, 
Grant plans to concentrate on 
the Northeastern U.S. as‘“‘the 
region having the greatest 
customer acceptance for 
Grant.” 

The local store at one time 
was a national leader within the 
Grant chain and was sub- 
stantially expanded to ac- 
commodate the business 
volume. 


You can cut your heating 
bills by tacking up Warp's 


Halt burglary 


A burglary at Superior Auto 
Cleanup, 2141 Madison Ave., 
was believed halted before the 
burglars had time to complete 
their. work, it was reported 
‘Thursday. 


Entry was believed. gained 
through an unlocked window: 
Taken were a $149 stereo and 
speakers, three auto buffers 
worth $330, and a check 
protector worth $150. 

Found stacked near the south 
door were an adding machine, 
cleaners, solvents and tools. 
The office and. a desk were 
ransacked. 


READY-MIX CONCRETE 
CALL LYBARGER 
452-3107 or 452-6180 
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SUSPECT FIRE WAS SET °~ 

Fire, noticed at 2:40 a.m- 
Saturday, caused about $250 
damage to the storage shed at 
the home of Elsie Willis, 17314 
Edison Ave. The fire was 
believed started by vandals 
Firemen were on the scene 55 
minutes. = + 


IF YOU HAVE 
NO CHURCH 


COME TO 
‘First United 


Presbyterian 
22nd & Delmar, Granite City 





JEWELRY 


JOTTINGS 


By RUSS WALKER 


The story of jewelry includes much 
that is dramatic, romantic or. just plain 
interesting. Each week in, this space 
we'll bring you an item about jewelry 
that we hope you'll enjoy. 

We also hope that you'll allow us to be YOUR jeweler. 
For precious stones, fine timepieces, repairs or anything 
in jewelry, you can always depend on us. 


; 
JEWELRY v . 
AND GIFT SHOP 


Where Quality ond Value Begin 
1237 Nineteenth St. 
. GRANITE CITY 
Phone 451-4759 





indow 


EASY TO INSTALL! 


genuine Flex-O-Glass over 
your screens ...turn them 


Into winter-tight storm win- 
dows and doors ... winter 
proof your porch and 
GUARANTEE, reezeway this easy way! 
Sure beats tryin; 
stall heavy old 
st 


Is your 


oF 
SATISFACTION 


SD en 


it's 
At Ha s 
any WARP BROS. Chicago 60651 For over 50 Years 


to. in- 


windows and doors — 
88 expensive, tool 


DUFFIN BROS. LUMBER CO. HUEBNER HARDWARE 


1300 Madison Ave. Madison 


2881,Madison Granite City 


RECEIVE YOUR 


FREE 


Cut with === 
Shears ~ 


Pf Tack Over 
Screens 


EX-O-GLASS 
nae", 36”, 48” widths 


Only ASS ste 
rdware, Lumber and Building Supply Stores! 


comes 


Run. Ft. 
& Breezeways 


ioneers in Plastics 


TED'S HARDWARE 


1918 Delmer Granite City 


Like 
Save! 


Reg. $239.95 
Stylist* stretch-stitch machine 
with ‘free arm’ 
Cuffs, sleeves, pantlegs, etc. slip on 
the ‘free arm’ for in-the-round sew- 
ing! With flat-bed extension. Carry- 
ing case or cabinet extra. 


Now 
: 19099 


TOUCH & SEW* Il SEWING MACHINE WITH 
EXCLUSIVE ELIP & SEW* FEATURE Model 775/262 
Se 


You Receive 
* 50.00 
$100.00 
$150.00 
$250.00 
$500.00 


You Save Per Week 
$1.00 


AND SAVINGS BANK 


ff reg. price 
with cabinet 


1909 EDISON AVENUE 
876-1212 A 


Trade-in your old machine and save even more! 


Juereenore raaace Ss I NGER 


GRANITE CITY ‘Sewing Centers and participating Approved Dealers. 


PHONE: 876-0151 


+h trator o TBSBGER COMPANY. 





GRANITE 


Births recorded at St. 
Elizabeth Hospital, 
“GIRLS: 

Mr. and Mrs, Michael Elliff, 
1700 Sycamore Aye., Oct. 30, 
Heather Michelle, seven 
pounds, five ounces. 

Mr. and Mrs. Jerry Walone, 
2530 Parkview Drive, Oct. 31, 
Jessica Ellen, eight pounds, 
eight ounces. 

Mr. and Mrs. Robert Jacoby, 
Edwardsville, Nov. 1, Jen- 
nifer Lynn, 10 pounds, five 
ounces. 

Mr. and Mrs. John Haeffner, 
Collinsville, Nov. 2, Dana Sue, 
six pounds, three ounces. 

Mr. and Mrs. William Hen- 
derson Jr., 2417 Edison Ave., 
Noy. 2, Tammy Renee, six 
pounds, three ounces. 

BOYS 

Mr. and Mrs. Kenneth Reeves, 
2454° Missouri Ave., Oct. 31, 
Scett Eric, nine pounds, six 
ounces. 2 ' 

Mr. and Mrs, Lloyd-Cann, 3008 
Pershing Avé., Oct. 31, 
Andrew Arthur Lee,. eight 
pounds, seven ounces. 

Mr. and Mrs. Denny Hill, 218 
Kerr ‘St., Venice, Oct. 31, 
Jeffery Allen, six pounds, four 
ounces, 

Mr. and’Mrs. Curtis Wolfe, 1707 
Minerva St., Oct. 31, Martin 
Douglas, six pounds, 14 
ounces % 

Mr, and Mrs. Michael Meurer, 
Collinsville, Nov, 2, Robert 
Michael, seven pounds, seven 
ounces, 


Route 151 crash 


Tana Taylor, 30, 
Washington Ave. Was admitted 
to St. Elizabeth Hospital after 
her car and the auto of Donald 
Schulte, 36, Florissant, Mo., 
collided on Route 151 at Rock 
Road at 1:45 p.m. Thursday. 

Tana Taylor suffered an 

__ injury to her right shoulder and 
small cuts to her face and was 
taken by ambulance to the 
hospital. She was charged with 
failure to yield the right-of-way 
at the intersection. 


LENNOX Gas 


laud greet] 
COMFORT . 


‘AR CONDITIONING and NEATING, te 


876-2626 
24 HOUR stAVice 
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existing river spans could be a 
result. 

.As a planning © agency, 
Gateway not only makes 
detailed studies“ but also 
comments to the federal 
government on many spending 
and. construction proposals 
submitted to the U. S. through 
Gateway by other govern- 
mental bodies. 

Principal -fields of interest 
include-health, river shipping 
and surface transportation. 

‘Action \taken at last week's 
monthly board meeting ofthe 
Gateway Council marked the 
beginning of the final phase in 
determining what transit im- 
provements should be made in* 
the St. Louis region. 

Named by the board as 
consulting firm with overall 
responsibility for the mass 
transit study to be made in this 
area was Daniel, Mann, 
Johnson and Mendenhall 
(DMJM). 

The selection was made after 
15 proposals were received 
fret firms and. seven in- 
terviews were -held“by the 
transit sub-committee of the 
board. 

Gateway Council _ staff 
member John Cromwell said 
DMJM,-a Los Angeles firm, is 
qualified to perform the study 
for this region, having recently 
completed a similar study for 
Seattle, and has done other 
transit studies in Baltimore, 
Minneapolis-St. Paul and 
Honolulu. 

The firm of W. V. Rouse and 
Associates, Ltd., was selected 
to be the leading participating 
firm in the transit needs 
analysis, a study of regional 
transit needs with emphasis on 
the transit-dependent. 

A division of Barton-Aschman 
Associates of Evanston, IIl., it 
has experience in social 
planning in the field of tran- 
sportation. The firm will sub- 
contract ‘with DMJM to do the 
work, 

Cromwell said the consultant- 
staff team will work with the 
agency’s citizens’ Transit 
Action Committee and, 
throughdut the program, 
submit interim reports to the 


forces ithe citizen groups 
reporting \to the board of 
directors) for their comments 


FREE HEARING TEST 
SET FOR THE MONTH OF 


SEPTEMBER 


Anyone. who has trouble hearing or 
understanding is welcome to come in 
for a test using the latest electronic 
‘equipment to determine their loss 


If you can't come in for a free 


test call and arrange for an 
appointment in the privacy of 


-your home. 


Clarence 


McCoy 
Certified 
Audiologist 


\ GUARANTEED FRESH BATTERIES 
WE,SERVICE ALL MAKES HEARING AIDS 


MEDICARE Hearing Aid Service 


1415 Niedringhaus 
Granite City 


Hours: Mon.-Fri. 9 a. 


Phone 877-3300 


-5 


p.m.—Sat. 9 a.m. to 12 


Officials close 
‘Dragon’ club 


‘The Green Dragon Health Spa 
in the 3900 block of Lake Drive, 
Pontoon Beach, was closed at 
6:40 p.m, Saturday for allegedly 
violating Village Ordinance No. 
143, Section 2, “creating a 
public _nuisance,”” The 
allegation was signed by village 
police. 


Mayor Floyd David Moss, 
Chief of Police Rosewell Ben- 
nett Jr. and Officer Donald 
Patrick went to the establish- 
ment and informed the 
operator, Ronald Beck, that 
“due to numerous complaints 
received by the mayor and the 
police’? a business license 
issued Sept. 15 “had. been 
revoked. a 

Mayor Moss removed the 
license from the wall while 
police placed signs on the 


establishment's door and in the 
window stating that it was 
closed. 


The owner and a female 
employe were advised to leave 
and not reopen or they would be 
Hace. under arrest, authorities 
said. 


Mayor Moss said this mor- 
ning the closing was by his sole 
order and ‘on my own 
initiative.” 

He said the village trustees 
reported they had received no 
complaints of the operation, but. 
that he had received enough to 
warrant some action. 

He contended, “What I did 
was legal.” He added, “The 
people of Pontoon Beach will 
see that my approach is the 
proper one.” 


Girl, 13, leukemia victim 


Miss Lisa Gifford, 13, of 1 
Kaseberg Park, an \eighth- 
grade student at Grigsby Junior 
High School, died at 4:34 p.m. 
Sunday. She had been ill of 
Veakemie and hospitalized one 

ry. 

Born in Union City, Tenn,, she 
had been a lifelong resident of 
this area. She was of the Baptist 
faith. 

Survivors include her mother, 
Mrs. Lottie Gifford*of Granite 
City, and father, Sant Gifford of 

ingfi Ml.; a brother, 


and recommendations. 

The transit needs study, with 
special attention given to the 
transit-dependent, is the first 
such study in the U.S. on this 
scale. It will be used as a guide 
for undertaking similar studies 
elsewhere. 

The analysis of transit 
alternatives will cost $300,000; 
the transit needs analysis will 
cost no more than $180,000. 

Eighty per céat of the costs 
will be financed by the Urban 
Mass Transportation 
Administration, with the 
remaining 20 per cent coming 
from local-level funds. 

The study is expected\to begin 
by January and will take a year 
to complete. 

The Gateway Council board 
also has endorsed an approach 
for establishing a new health 
systems agency for the 
metropolitan region. 

Creation of the new agency is 
required by federal law and it 
will be responsible for health 
planning and program 
development for the entire St. 
Louis area. 

The Gateway Council action 
moves the region a step closer 
to the creation of a new health 
agency acceptable to both 
health officials and elected 
leaders, it was asserted. 

The new agency will be a 
separate, not-for-profit cor- 
poration with close ties to the 
Gateway Council. 


Gifford and Mrs. David (Laura) 
Bagi of Granite City and Mrs. 
Bobbie Hicks of Las Vegas, 
Nev., and a grandmother, Mrs. 
Myrtle White of Kenton, Tenn. 

Funeral arrangements’ are 
given in the obituary column. 


Hurt critically 


Michael J. Mize, 24, of 2166 
Lee Ave.,. was in critical con- 
dition today in the intensive 
care unit of Firmin Desloge 
Hospital, St. Louis, following a 
motorcycle accident on West 
Chain of Rocks Road a half-mile 
west of Route 3 about 7:40 p.m. 
Sunday. 

State troopers said they could 
determine only that Mize’s 
‘motorcycle was eastbound, 
went out of control and left the 
roadway, falling down. 

He was taken to St. Elizabeth 
Hospital with multiple injuries 
including abrasions .in many 
areas, and was transferred to 
the St, Louis hospital 


WYATT DEATH BELIEVED 
CAUSED BY PNEUMONIA 

A coroner's jury will be called 
this week td consider the cause 
of death of Bruce Wyatt, 21, of 
2424 Sheridan Ave., who was 
found dead Sept. 8 in his auto, 
parked in the 2200 block of 
Cleveland Blvd. 

An autopsy was held and 
results of laboratory analysis of 
samples taken from his body 
were received here during the 
weekend. 

The analysis 
death was 

» pneumonia, 


indicates the 
caused by 
There were in- 


\ dications Mr. Wyatt had suf- 


fered for two to four days with 
pneumonia prior to his death. 


LOOT MOBILE HOME 

Two television sets, worth a 
total of $250, 35 records, a 
toaster and an ohm meter were 
stolen from the mobile home of 
Larry Marsala, 35 Parktowne 
West, Marsala reported at 11:30 
p.m. Sunday. A, rear window 
was broken to gain entry. 


A. five-year, }$173 milion 
project to extend Interstate 255 
from Columbia to the State 
Park Place area attracted 650 
persons to a hearing Thursday 
night in East St. Louis. The 
Illinois Transportation 
Department. estimated there 
would be 4,000 direct jobs and 
another 4,000 indirect jobs. 
Some of thoSe speaking urged 
guarantees of minority par- 
ticipation in construction work. 


+++ 

Dal Maxvill, 36, former 
Granite Cityan’ active as a 
major league baseball shortstop 
for more than a decade, said 
Friday he will retire from the 
Oakland Athletics. The all-star 
also had played for the St. Louis 
Cardinals and Pittsburgh 
Pirates. The Washington 
University engineering 
graduate owns a travel agency. 
His third-inning triple was a key 
hit as the Cardinals won the 
seventh and deciding game of 
the 1967 World Series at Boston. 

+++ 

Storage facilities are planned 
in Granite City by Continental 
Pipe and Tube Corp., St. Louis 
County, a fast-growing 
distributor of steel pipe, flanges 
and valves. The two-year-old 
firm has annual sales of $30 
million. 


+++ 

Chicago Alderman Esther 
Saperstein has asked a circuit 
court to decide whether she 
must return to the state part of 
the salary she received before 
resigning as a state senator. A 
law requires that legislators be 
paid for at least one year at the 
beginning of the session. 

+++ 

J. Batrick Busch, Granite 
City, has been promoted from 
corporate controller to director 
of administration of the Sun- 
mark Companies, confectionery 
and snack food corporation 
based in St. Louis. 

+++ 

New State Representatie Sam 
Wolf, Granite City Democrat, 
has been assigned to the Motor 
Vehicles Committee and the 
Environment, Energy and 
Natural Resources Committee 
to replace former Rep. Horace 
Calvo. House Speaker William 
A. Redmond also has assigned 
Wolf to the Banks, Savings and 
Loan Associations Committee 
replacing Rep. Rolland Tip 
sword. 


+++ 

The Retired Senior Volunteer 
Program will be a topic at a 
meeting at 6 p.m. Saturday of 
the Madison Branch, National 
Association for the Advance- 
ment, of Colored People, at 
Friendship Baptist Church, 301 
Meredocia St. 

+++ 

Glenn Abenroth, Granite City, 
and Mrs. Jack Tolliver, Venice, 
have been appointed to the 
Madison County Special 
Education Advisory Com- 
mittee. 

A mosquito abatement 
awareness seminar has been set 
by the state government for 9 
a.m, Friday, Nov. 14, at 
Belleville Area College. 

+44 

Illinois has formally applied 

to participate in a national 


uniform registration system-for 
second-division. vehicles. which 
may substantially incpease 
revenue from _. interstate 
trucking, it was announced 
today. 


++ 

Twelve Unemployment 
Division jobs in Granite City, 
Alton, Edwardsville, Collin- 
sville and East St. Louis haye 
been given to patronage ap- 
pointees this fall in violation of 
civil service regulations, the 


American Federation of State, . 


County and Municipal 
Employes charged at a union 
meeting Thursday night. Mrs. 
Dorothy Wink of Local 1005 
alleged that “Governor Walker 
is trying to tie up his nomination 
by placing political supporters 
in these jobs.” 


+++ 
A circuit judge ruled Thur- 
sday against a law that has 
prevented Illinois legislators 
from being placed on trial 
during an Assembly session. 
+++ 
A U.S. House subcommittee 
voted Thursday to,reject a ban 
on production, sale and 
possession of handguns. 
+++ 
Congress decided Thursday to 
hold a scheduled three-cent 
increase in, the 10-cent postage 
stamp to two cents, 
+++ 
East St. Louis and Interurban 
Water Co. said as hearings 
opened Thursday at Springfield 
that it needs to raise rates in 
this region by 21 per cent to 
prevent water service from 
deteriorating. 
+++ 


Record barge traffic is 
causing waits of almost two 
days before tows can pass Lock 
27 here and Lock 26 at Alton, 
officials said Saturday. Many 
are tying up along the Altep 
Lake shore and south to Eads 
Bridge. Replacement of the 
Alton locks and dam has been 
proposed but is being delayed. 

+++ 

A poll in Champaign and 
Peoria shows 35 per cent ap- 
proval of Gov. Walker's per- 
formance, 53 per cent disap. 
prove and 13 per cent are un- 
decided. A year ago, 50 per cent 
approved, 35 per cent disap- 
proved and 15 per cent were 
undecided. 

+++ 

Transportation Seeretary 
William T. Coleman Jr. said 
Friday he favors formation of a 
single regional airport 
authority, with representatives 
from Missouri and Illinois, to 
resolve the question of a 
proposed new airport. He also 
said he plans a public hearing 
and a decision by Jan. 31 on 
whether to approve a new 
airport near Waterloo, Ill. 


+++ 

All Granite City Park District 
vollyeball leagues (women and 
coed) will need team 
representatives at a meeting at 
7 p.m. Wednesday at the office 
in Wilson Park. Rules and 
schedules will be distributed. 

+++ 

Both Governor Daniel Walker 
and State Treasurer Alan Dixon. 
are expected to participate in a 
testimonial dinner Friday night 
at SIUE honoring Circuit Clerk 
Willard V. ‘‘Butch’’ Portell. 


2266 Edison Ave. Entered into 
rest 4 p.m., Saturday, Nov. 1, 
1975, at--Firmin Desloge 
Hospital, St. Louis. 
Beloved husband of Mrs. 
Shirley (Perkins) Stanfill; dear 
Joseph S., William, 
Robert and John Stanfill; dear 
Elsie (Deitz); Bartels; dear brother of Mrs, Sally Young; 
father of Jule and William D. dear grandfather and great- 
Funeral services } p.m., 
Tuesday, Nov. 4, at- Third 
Baptist Church, 26th Street and 
today, Monday, Nov. 3, 1975, at Grand‘ Avenue, from DAVIS 
DAVIS FUNERAL HOME! FUNERAL HOME, 2ist Street 
Chapel,’ -2ist Street and and Cleveland Boulevard. 
Cleyeland Boulevard. Inter- Interment Sunset Hill 
ment St. John Cemetery, 2901 Cemetery, Edwardsville. 
Nameoki Road. Visitation after 5 p.m. today. 
BURCH, ANDREW L., 4312 
Swan Ave., St. Louis. Entered | STONUM, WILLIAM PAUL 
into rest Friday, Oct. 31, 1975, at SR., Rural. Route One, Box 60, 
St. Louis City Hospital Two. Glen Carbon. Entered into rest 
Dear stepfather of Virginia 10:37 a.m., Saturday, Nov. 1, 
Tegeler; dear brother of Mrs. 1975, at St. Joseph Hospital, 


: Highland. . 
Anna Gilbert and Mrs. Mae | Tclovedusband of Mrs, 


Ruby Stonum). dear father of 
William P. Stonum Jr., Bob R. 
Stonum, Mrs. Hegel 
and Mrs, JoAnn Phillips; dear 
brother of Mrs. Esta Oliver, 
Mrs. Edna Oertle, James 
Stonum, and Orlie Atnip; dear 
grandfather and great- 
grandfather. 

Funeral services 10 a.m. 
Tuesday, Nov. 4, at Central 
| Free Methodist Church, 4150 
South St., Pontoon Beach, from 
Dear daughter of Mrs. Lottie MERCER MORTUARY, 1416 
Gifford ee Gifford; dear Niedringhaus Ave. Interment 
sister of Thomas Gifford, Miss Glen Carbon Cemetery. 
Susan Gifford, Mrs. Laura Bagi 
and Mrs. Bobbie Hicks; dear: 

nddaughter of Mrs. Myrtle, 
White e ye | rest at 7:45 p.m., Friday, Oct. 

Visitation after 3 p.m./ he ne a Baas Desloge 
Tuesday, Nov, 4, at MERCER jospital, St. . 
MORTUARY, 1416 Dearuncle of Mrs. H. Ludwig 
Niedringhaus Ave. thentaken to of LaHabra, Calif. 
Karnes Funeral Home, Kenton, _ Funeral services 10 a.m., 
Tenn. for visitation on Wed- Tuesday, Nov. 4, at MERCER 
nesday and services on Thur- MORTUARY Chapel, 1416 
sday. Interment, Bells Chapel Niedringhaus Ave. Interment 
Cemetery, Rutherford, Tenn. St. John Cemetery, 2901 

McGLAWN, SAMUEL Nameoki Road. Visitation after 


TURNER, 4921 Hills Ave. 3 P-m. today. 


Entered into rest 8:48 a.m. 
MONUMENTS 


‘Thursday, Oct. 30, 1975, at St. 
SAMPSON "ste" 


Elizabeth Hospital. 
Beloved husband of Mrs. Sue 
Harry Sampton, Owner—656-1640 
R, @. 6, EDWARDSVILLE, ILL, 


McGlawn; dear father of Mrs. 

Bernice Davidson, Mrs. Blanch : 

Jones, Herschel, S. T., Jerrell Copesie Sateat Pts Sara, 
and Marion McGlawn, Edward, 
Jim and Don Taylor and the late 
Vernon McGlawn; dear brother 
of William McGlawn, Mrs. 
Pearl Tucker and Mrs. Margie | 
Houston; dear grandfather and | 
great-grandfather. 

Funeral services 10 a.m. 
today, Monday, Nov. 3, at 
Glenview Chapel Assembly of 
God Church, from MERCER 
MORTUARY, 1416 
Niedringhaus Ave. Interment 
Sunset Hill Cernetery, 
Edwardsville Township. 


Mercer Mortuary, Ltd. 


AMBULANCE SERVICE 


-FRANK MERCER 
RAYMOND THOMAS RANDALL IRWIN 


ONLY ONE LOCATION 
1416 NIEDRINGHAUS AVE. 


bituaries 


BARTELS, JULIUS H., 2210 
Adams St. Entered into rest 1 
p.m., Friday, Oct. $1, 1975, at 
Colonnades Nursing Home, 
Granite City. 

Beloved husband of Mrs. 


Funeral, services 1 p.m. 
today, Monday, Nov. 3, at 
SEDLACK FUNERAL HOME, 
615 Madison Ave., Madison. 
Interment Memorial Park 
Cemetery, St. Louis, 

GIFFORD, MISS> LISA, 1 
Kaseberg Park. Entered into 
rest 4:34 p.m., Sunday, Nov. 2, 
1975, at Cardinal Glennon 
Hospital. 


WOOLEY, ROBERT W., 3253 
Edgewood Ave. Entered into 


Monuments} 
and Markers 


NEW GLEAMING STOCK WORK 
ARRIVING CONSTANTLY 
OPEN SUNDAY 


COCAGNE 


Monument Works 


gS eS RDU 


* 


vin our Christmas Club — and: 


! get your Bicentennial tray — free . 


We have a very special Christmas Club gift for you -- | 


your choice of six beautifully decorated trays commemorating 


America’s Bicentennial Year. “First Salute to the American 


Flag,” “The Frigate Constellation,” “Washington Crossing | 


the Delaware,” the “Signing of the Declaration of Independence,” 


“American Eagle” or “Old Ironside” 


any one of these full-color 


picture trays depicting historical events can be yours. The trays are 
practical as well as pretty -- a generous 11” x 14%” size, made ™ 
of sturdy metal which is resistant to both alcohol and. water. -| 
You can use it as a serving tray, or a wall decoration. 


To get your tray, simply deposit $1 to $20 bi-weekly in your 
First Bank Christmas Club, and have cash next November 


when 


you need it. 


‘ou’ll receive a check for $25 to $500 in time 


for all of your Christmas shopping. Gifts for your loved ones . . 
cash for year-end expenses . . . money for Christmas fun. . . 
Your Christmas Club can help you celebrate the kind of 

Christmas you want. © a 


452-1313 Member FDIC 


FIRST 


RANITE CITY NATIONAL 


BANK 


“Helping you change things for the better” 





\ STANFILL, JOSEPH F.8R., + 


: Industry to exchange - 
‘recoverable wastes | 


« Described as the nation’s first 
‘industrial ‘waste exchange, an 
eae waste marketplace 
inder’ the operation: of the St. 
Louis Regional Commerce and 
Growth Association was 
establis! y afternoon 
in St. detajls were, 
review: for newsmen, in- 
dustry) and governmental 
agencies. 

Harry T. Morley, Jr., 
executive vice president of the 
RCGA, announced formation of 
the St. Louis Industrial Waste 
Exchange, a trading 
organization through which 
companies can offer waste 
products for sale and buyers 
_ean bid for them. 

He said any type of inter- 
industry commerce in waste 
matetials has been rare in the 
U. S., and ‘the St. Louis region 
has been no exception. Morley 
described the organization both 
as a dirget service to industry 
and as an indirect en- 
vironmental and resource 
conservation service to the 
general public. 

He said the St. Louis Waste 
Exchange, modeled after 
successful European ‘‘waste 
bourses,” is based on the 
proposition of establishing an 


. Exchange, 


economically viable approach 
to the marketing of recoverable - 


’ industrial waste. 


Morley explained that the 
RCGA, as operator | of the 
will serve as a 
clearing house for 
dissemination of information on 
waste or residual materials 
either available or wanted. 
Roland C. Marquart of the 
RCGA executive staff will serve 
as secretary, 


By putting waste users in 
contact with waste producers, 
the Exchange hopes to reduce 
waste producers’ disposal costs 
and possibly even produce 
income. It will seek to conserve 
expenses as well as resources, 
“many of which may be rare 
and difficult to obtain.” 


Attempts will be made to 
reduce the volume of hazardous 
and other wastes which must 
either be disposed of in landfills 
or transported to destruction or 
treatment facilities. 

The Industrial Waste 
Exchange intends to list only 
materials for which markets 
are not already established, All 
firms participating will.remain 
anonymous through the use of 
coded listings. 


Julius Bartels, 78, dies 


Funeral services were held 
today for Julius H. Bartels, 78, 
of 2210 Adams St., a resident of 
the Quad-Cities area for 42 
years. , 


He died at 1 p.m., Friday at 
Colonnades Nursing Home 
where he had lived for one year. 
He had been ill eight years. 


‘A former employe of A. O. 
Smith Corp. here where he 
worked as a storekeeper for 10 


Joseph Stanfill, 


Joseph F. Stanfill Sr., 78, of 
2266 Edison Ave., a retired self; 
employed shoe répairman here, 
died at 4 p.m. Saturday at 
Firmin Desloge Hospital, St. 
‘Louis. 

Born in Kennett, Mo., Mr. 
Stanfill lived here 55 years and 
operated a shoe tepair business 
at 1306 Twenty-third St., for 50 
years before retiring last 
summer. 

He was a member of the Third 
Baptist Church here. Mr. 
Stanfill was a World War One 
veteran, a past commander of 
Veterans of Foreign Wars Post 


years, Mr. Bartels was born at; 
Wanda, Ill. He became a 
member of St. Peter's Church of 
Christ after moving here. 

He is survived by his wife, 
Mrs. Elsie (Deitz) Bartels, two 
sons, Jule of Granite City, and 
William D. of Cebu, Philippine 
Islands; a sister, Mrs. Julia 
Gilmore of St. Charles, Mo.; 
and six grandchildren. 

Details are given 
obituary column. 


in the 


78, dies 


1300, a member of Masonic 
Lodge, and a past Noble Grand 
of Tri-City Odd Fellows Lodge 
1031. 

Survivors include his wife, 
Mrs. Shirley (Perkins) Stanfill; 
four sons, Joseph of Chula 
Vista, Calif., William of 
Anaheim, Calif., Robert of 
Concord, Calif., and John of 
Granite City; a sister, Mrs. 
Sally Young of Portland, Ore.; 
18 grandchildren and 10 great- 
grandchildren, 


Funeral arrangements are 
given in the obituary column. 


Andrew L. Burch succumbs 


Andrew L. Butch, 82, of 4312 
Swan Ave., St. Louis, was 
pronounced dead on arriyal at 
St. Louis City Hospital Two at 
8:45 a.m. Friday. He had been 
ill five years. 

Born in Illinois, Mr. Burch 
lived in St. Louis for the past 40 
years, and retired as a ser- 
viceman with Spann. Building 
Maintenance Co., St. Louis, 
where he had been employed 16 
years. 

He was preceded: in death in 


Wm. Stonum Sr. 


William Paul Stonum Sr., 73, 
of Rural Route One, Box 60, . 
Glen Carbon, a former Granite 
City resident for 33 years, died 
at 10:37 a.m. Saturday at St. 
Joseph Hospital, Highland. He 
had been ill eight months and a 
patient at the hospital. four 
days. 

Born in Goreville, Ill., Mr. 
Stonum lived here from 1927 to 
1960. He moved to Glen Carbon 
upon retirement at Granite City 
Steel Co. in 1961 where he was 
employed as a burner for 15 
years. 

Mr. Stonum was a member of 
Central Free Methodist Church, 


Losing Weight 
with ODRINEX 
is no miracle 
—It's a Fact! 


, Begin with thi ‘amazing tiny tablet. 
+ Lose inches. Lose pounds . . . see 
the difference in your mirror. Banish 
those unsi am. ugly excess pounds. 
{ One ney drinex tablet taken before 
meals quickly tames your hunger. You 
eat less, take in less caloriés and 
you lose weight — it's that simple. 
Suc eases by aveedin \ninecany 


p . 
g 20 and more pounds 

Odrinex will heip you lose weight 
starting the first day. Thousands of 
satisfied users have reported remarkable 
resulta: with this amazing Attack on 


‘Granite City 
876-5858 


Madison 
877-0828 


January 1956, by his wife 
Frances Burch. 

Survivors include a step- 
daughter, Virginia Tegeler of 
St. Louis; two sisters, Mrs. 
‘Albert (Anna) Gilbert of 
Greenville, [l., and Mrs. Mae 
Tremble of San Francisco, 
“Calif.; a niece, Mrg. Geneva 
Barnett of Madison, and four 
grandchildren. 

Funeral services were held 
today. Details are given in the 
obituary column. ° 


dies at 73 


Pontoon Beach, 

He is survived by his wife, 
Mrs. Ruby Stonum,; two sons, 
William P. Stonum Jr. and Bob 
R. Stonum, both of Granite 
City; two daughters, Mrs. 
Walter (Doroth) Hegel of Lake- 
wood, Calif, and Mrs. William 
(JoAnn) Phillips of Glen Car- 
bon; two sisters, Mrs. Esta 
Oliver and Mrs. Chester (Edna) 
Oertle, both of Vienna, Ill.; two 
brothers, James Stonum of 
Vienna, and Orlie Atnop of 
Mount Olive; 15 grandchildren; 
and three great-grandchildren. 

Funeral arrangements are 


given in the obituary column. 
< : 


Odrinex contains the most powerful 


reducing aid ever released to the public: 


without a prescrip- 
tion. 

Odrinex is safe 
and effective taken 
as difected — will 
not make you 
nervous. 

Start using clini- 

rinex 


proven Odi 
today. You'll be 
slimmer next week 
‘or your money back. 


Bellemore 
451-2360 


Reese Tri. Cor — 877-5032 


16 recovering after cagagery: 


Patients at St. Elizabeth, 


th\St.; Minnie B. Dobbs, 
500 Washington Ave., Madison; 
John Berkeley, 1 Nicholas Lane, 
Granite City; Pamela Hutson, © 


Rites today for 
Samuel McGlawn 


Funeral services were held 
this morning at the Glenview 
Chapel Assembly of God Church 
for Samuel Turner McGlawn, 
78, of 4921 Hills Ave. He died at 
8:48 a.m. Thursday at St. 
Elizabeth, Hospital. 

Survivors include 
Mrs. Sue McGla’ 


iy wife, 
two 


daughters, Mrs. Ray (Bernice) « 


Davidson, Hornersville, Mo., 
and Mrs. Willie (Blanch) Jones, 
Arbyrd, Mo.; seven sons, 
Herschel McGlawn, Denver, 
Colo.; Jerrell McGlawn, 
Barnhart, Mo.; S. T. McGlawn, 
Jonesbord, Ark.; Marion 
McGlawn, Gianite™ City; 
Edward Taylor, Old Monroe, 
Mo.; Jim Taylor, Springfield, 
Mo., and Don Taylor of 
Granite City; 25 grandchildren 
and many great-grandchildren; 
a brother, William, “McGlawn, 
St. Louis; two sisters, Mrs. 
Pearl Tucker, Flint, Mich., and 
Mrs. Margie Houston, Leach- 
ville, Ark. 

Arrangements are given in 
the obituary column. 


ood Ave.; Ethel L. 
eee 1215 Bissell St.; Tiney 
Smith, 2004 Harris Ave., 
Madison; Thomas Martin, 
Colinsville. 

Mildred L. Condis, 1302 
Rhodes St.; Ruth L. Swindle, 
2959 E. 25th St.; Everett 
Clemons, 104 N. Fifth St, 
Brooklyn; Eva M. Doza, 405A: 
Madison Ave.; Irvene H. King, 
2325 Benton St.; Lillie M. 
Rogers, 36 Grenzer Homes; 
\Thebns B. Ruppel, 2545 State 

John A. Taresonech, 113 
Stbemivand St. 


. EXPERT APPRAISING 
| MORRISS REALTY CO. 
876-4400 


COMPLETE § _ 
TRUST SERVICES | 


Your attorney ond our trust de- 
partment.can make sure your 
family gets maxiraum protection. 
Call Bab Hildebrand at 876-1212. 


GRANITE CITY TRUST 
and SAVINGS BANK 


Member F.D.1.C. 





EAR PIERCING and 
EARRINGS only $9*° 


It’s fashionable, 


quick and pain free! 


EVERY DAY: EXCEPT 9-12 MON. 
5:30 - 8:30 FRI. AND NOT AT ALL 
ON THURSDAY (ANYTIME OTHER 


THAN THE ABOVE TIMES LISTED) 


a» | 


(Anyone under 18 must be accompanied by a parent or guardian) 


“THE DIAMOND STORE 
THAT SAVES YOU MORE” 
Where Quality and Value Begin 

1237 Nineteenth St. 
Phone 451-4759 


fallen RH 
JEWELRY 
and GIFT SHOP 


LUMBER’)!/)) 
aa a WIN TER’ 


FOR 


SALE STARTS TODAY THROUGH SUNDAY, NOVEMBER 9 


Top off that NEW Room with a 


> SUSPENDED 
CEILING 


Lay-In-Ceiling Tile 


94 


Pe bang 


Fiberglass Panel with viriyl face for easy We, 


Pre-Finished PANELING 4’ x3‘ Panels 
VINYL FACED: Light or Dark... . . - 
wood PANELING: Lexington, Rain Forest, Nantucket, Frosty. . $5. 24 each 


‘ALUMINUM COLONIAL 


CROSS BUCK 
STORM & SCREEN 


DOOR 


White Enamel Finish 


Pre-hung 


32” & 36” x 80” 
SAFETY GLASS 


$36.84 


Kraft Face 


FIBERGLASS 
INSULATION 


Certainteed | 

34” x15” 
$5.78 

70 sq. ft. roll 


ALL PURPOSE 


POLYETHLENE FILM 


8’ x 100’ LENGTH 


SRE $8.84 


per roll 


Gf 


$7.75 


6" x15” 
50 sq. ft. 





5/8"x 4 x 8° 


roll 


FLUSH DOORS 


STAPLE GUN | 
= $7.84 


PRE-HUNG 
24” 


EXTERIOR MAHOGANY DOORS 
36" Style A $16.60 


32” Style C 
36” Style ¢ 


Sag), 
STYLE 
c 





30” 
$31.86 $32.91 


LAUAN DOORS 


$3.44 per sheet 
DISAPPEARING 


STAIRWAYS 
for up to 8’9” ceiling 


$22.84 
Inside Mahogany 


KILN DRIED LUMBER 


2” x 6” x12" $2.29 each 
* 2" x6" x14’ 
2? x 


2.67, 
6" x16" 3.06 
$191 per MBM 


| GARAGE 
DOOR 


Factory glazed quality 
galvanized hardware 


Oar $79.84 
PARTICLE BOARD 


PREMIUM 
STUDS 
2X4X8 


97 ¢ each 
LIGHT BULBS 


60 Watt and 100 Watt 


Q® 
2 for 59+ 


A 


( SHEATHING 


1/2" CDX 
EXTERIOR GLUE 


$5.49 


_ PATIO 
» SLIDING 
DOOR 


6" Wide 


Glared and\ complete with all hardware, 


32" 
$34.36 


25.45 
26.20 


57K 


%” INSULATION BOARD 4’ x8’ $1.99 


PASSAGE LATCH SET $2.19 
EXTERIOR LOCKSET Key-In-Kn 


$4.84 


5/8” Tempered Insulating Glass 


wie $104.84 
screen $12.00 


ALUMINUM GUTTER 


White Baked 
Enamel 


$2.99 


LOTHLORIEN 


| FIREPLACE LOGS 


100% WOOD — NO WAX 


burning — upto 3 hours» 


Epis logs for 91.19 


We reserve the right to limit quantiti 


4 LUMBER CO 


GRANITE CITY, ILL. 
Route'111 & Collinsville Rd. 3 miles north 
_ of I-70 and 3 miles south of I-270 


rion mg) 00 
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(REG. 49c) 


aon ao 
12-02. Monogrammed 
FREE! GLASS TUMBLER 


_WITH'THIS‘COUPON 


Limit One Coupon per 


customer with additional $10.09 or more purchose (to use 
edditionel 


Stowe, Mirocie ‘hip, Old wage ond Porkay coupons $90.00 


or more) of 


iol ments. groceries or produce, not Including cigarettes or any 


ems. Coupon expires Tuesday, Nov. 4. 
CUSTOMER MUST PAY SALES TAX INVOLVED. \ 


BUY YOUR LIQUOR SPECIALS FROM OUR 420 BROADWAY STORE 


T.V. GIN 


or VODKA sn 


NOV. 3rd & 4th 


“NONE SOLD TO DEALERS” 
“WE RESERVE THE RIGHT.TO LIMIT” 


OLD MILWAUKEE 


1 2 12-0z. $929 


Cans 


s2™ 





FRYERS 


Ib. 





U.S. GOV'T. INSPECTED FRYER 


CUT-UP TRAY PACKED 
GORTON’S FISH FILLETS 


GORTON’S 


FRESH LEAN—4 lbs. or More 


Ground Beef. 


Batter ° 
Dipped 


FISH FILLETS 


wees 53 


69° 





ia 


TOOTHPASTE 


GLEEM Il 


tube 


Hates Your Dandruff...Loves Your Hair 
11-OZ. LOTION OR 7-OZ. TUBE 


Head & Shoulders 


REGULAR OR UNSCENTED 


DEODORANT 
Sure 


14-or. 
bomb 


Pillsbury Biscuits — ‘estems Dike 25° 


Pillsbury Rolls sen cnranee 
Unsalted Margarine ““fen:"*” 


Freaee 
“TRIDENT” 


SUGARLESS GUM 


ALL 


FLAVORS S- 


10 


Cashmere Bouquet Soap 
Punch Detergent 
Handi-Wipe Towels 


CINNAMON GUM 


ee ed 


“FLEISCHMAN'S" 


EGG SEATERS 


“VAN CAMP" 


man TUNA 


a TD? 


WATER 


FOR YOUREVES 


MURINE 
18ee. 1 o9 


bot. 


DRISTAN 


DECONGESTANT CAPSULES 


399° 





Grapefruit 10..°1°° 


WASHINGTON STATE FANCY 
RED OR GOLDEN DELICIOUS 


Apples 4.51% 


FRESH GREEN 
BROCCOLI 


s59" 
89" 


~ (REG. 99¢) 


“WORTH. 52° 


KRAFT’S SALAD DRESSING 


L PURCHASE 
MIRACLE WHIP 4 
WITH THIS COUPON 


mit One Covpon pa customer wih edionsl $10.99 or are purdove (to vse 

lass, Miracle Whip, Old Judge ew Parkay coupons $30.00 additional purchose 

eee seduce, nor inepng. cigars ot ony 
Seupaned toms, Coupon arpies Wat, Nev. 


CUSTOMER. MUST PAY SALES TAX INNOLV ED 


TOWARD 


Qt. 


Jar 


TOWARD 


WORTH 30° 


PURCHASE 
|ARTERS MARGARINE 


PARKAY"' ie. 39° § 
WITH THIS COUPON. R 


Limit One Coupon per customer with additional $5.00 or more purchase (1ouse 
B Gloss, Miracle Whip, Old Judge and Parkey coupons $30.00 additional purchose ' 
er more) of meats, groceries of produce, not including cigarettes or ony 
couponed items. Coupon expires Tuesday, Now. 4 
SUSTOMER MUST PAY SALES TAXINVOLVED 
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3801 NAMEOKI ROAD 
PHONE 877-6700 


_ OPEN DAILY 9:30-A.M. - 70 
SUNDAY 10 A.M. - 6 P.M. 


WALGREEN, 


PLANTERS 
DRY ROAST 
PEANUTS 


Fresh 
3%-02. 


4...88° 


4, Exp. 11-5-75 


BAN roll-on 
* Deodorant 


1-0z. FREE 


83° 


se 11-5-75 





_ Limit 


SWITZER 


KOTEX 4 LICORICE 


SANITARY 
PADS 


30 Per Box 
Reg. or 


$739 


__ Limit 1, Exp. 11-5-75 


Reg. 93c 79° 


Limit 2, Exp. 11-5-75 


TOLIET 
BOWL | 
CLEANER 


16-0z. 


1000-1 gr. 
Tablets 

Walgreen 
At 


49°F 


Limit 1, Exp. 11-5-75 Limit 1, Exp. 11-5-75 


WALGREEN 
DELUXE 


ICE 
CREAM 


Choice of 10 
Delicious Flavors 


NO LIMIT — FILL YOUR FREEZER 


Cornflower TRIO 
1-QUART SAUCEPAN 


NYT rte eats 


-QUART SAUCEPAN 
With glass cover 


2-QUART SAUCEPAN 


RDN rec hace 


oC 


STATIONERY 


30 decorated sheets with 20 


a RE 


REG. 


envelopes. 
Reg. $1.19 


Creme Rinse, 
rey ee eto 
4-01. Shampoo 


SY 7a al 22 


a 


DESEE ATA AS 


in the State of 


only non-residents 

indaries to: 

»participate in its recreational 

ms, could be set Friday: 

in a hearing. before Judge 

Thomas Gibbons, in Madison 

County Circuit Court at 
Edwardsville. 

A temporary injunction was 


- granted last month by Judge 


Gibbons against the Granite 
City Park District which 
restrained and enjoined the 
park district from’ declaring. 
Marge Krakowiecki 
Collinsville as ineligible for 
participation in the park’s 
women soccer league under 
rules governing non-resident 
participation. 

“To. our knowledge,” said 
Erie Robertson, an attorney 
representing the park district, 
“the issue is being presented for 
the first time in 4 court of law in 
this state.”” 

He explained that “according 
to law, a park district’s land and 
ee are held in trust for all 

ple “residents and non- 
sed lents alike. 

“But, we (thé park district) 
feel our programs, such as 
soccer, basketball, softball, 
etc., are not a land or facility, 
but rather recreational .ac- 
tivities. 

“Therefore, we have limited 
participation in recreational 
programs to park district 
residents, the taxpayers who 


_ Support us, and non-residents 


within the Quad-Cities area. 


» Non-residents are requited to 


pay a pre-determined fee.” 

Robertson further cited 
financial reasons for the 
restriction, noting that the park 
district operates within a fiscal 
year period within a financial 
budget allotted to its 
recreational activities 

“For every sport there has to 
be a supervisor, and for every 
20 participants it is necessary to 
hire the services of an official.”’ 


The issue involving non- 
resident. p a ueeat en from 
oytside- the Quad-Citjes area 


- boundaries arose wien Frank 


Krakowiecki filed a complaint 
for an injunction after his 
daughter, Marge, who is a 
member of Sammy’s soccer 
team which is in the Granite 
City Park. District’s Women’s 
Soccer League, was removed 
from the team’s player roster 

park district officials as the 
result of a formal protest that 
the -16-year-old girl is not 
eligible to compete. Section Two 
of Rule One in the park's league 
Tules was cited. 

Section Two reads: Eligibility 
— (1) Residents of the Granite 
City Park District, who have no 
other residence except within 
the Granite City Park District; 
(2) Residents of the Quad-Cities 
area, consisting of Granite City, 
Madison, Venice, Pontoon and 
Mitchell, and unincorporated 
areas of Community Unit 
School District Nine who have 
no other residence except 
within the Quad-Cities or 
Community Unit School District 
Nine. 

The league rules also note 
thfat women’s soccer leagues 
are to include all females who 
are attending the 11th grade in 
high school by Sept. 1 of the 
current year, or women who 
have attained the age of 16 by 
the same date. 

Krakowiecki’s complaint 
relates that his daughter has 
attained the age of 16 by Sept. 1, 
1975, and that she has been 
attending the 11th grade in high 
school since Sept. 1. 

The complaint alleges that 
the park district rule of 
eligibility ‘‘afbitrarily, 
unreasonably, and = un- 
necessarily , creates and 
distinguishes between two 
classes of non-residents, 
thereby resulting in 
discrimination” 
Krakowiecki, 

Tt asks the court to restrain 
the park district from 


LET CENTRAL 
HAROWARE 


CAS TURMMES 


against Miss, 


restricting non-resident par- 
ticipation in the Worhen’s 
Sdecer League to non-residents 
residing i in the Quad-City area, 
and au jow,,any non-resident to 
, and to immediately 
ieee Miss Krakowiecki, 
and any other person likewise 
situated, on the roster of 
Sammy's team effective as of 
Sept: 26, 1975, pending final 
determination of the issue. 


Park residency rule challenged 


Miss  Krakowiecki was 
reinstated to Sammy’s roster 
effective Oct. 17, when the court 
injunction was ordered. 

Roretorly the Women’s 
Amateur Association, 
the league disbarided after two 
years of competing, and was 
formed this year as a Granite 
City Park District recreational 
activity starting its season here 
on Sept. 28. 


Supplemental benefits 
Repletec at GC Steel 


(The Mill) 

The SUB fund at Granite City 
Steel isn’t quite broke, but it 
was badly bent by the large 
volume of layoffs — to the point 
that no SUB payments have 
been made for September and 
October. 

Prospects are not bright that 
the fund will build up before the 
end of the year. 


SUB (Supplemental Unem-- 


ployment Benefits) is a system 
by which laid-off employes who 
are members of the United 
Steelworkers Union — who have 
two or more years of seniority 
— are to receive pay to tide 
them over financially. 

But with 700 employes 
drawing SUB each week 
through most of the summer, 
the fund quickly dwindled. 

As much as $40,000 to $50,000 a 
week was paid out. 

Payments dropped to the 30 
per cent level in August, and 
then were discontinued com- 
pletely the past two months. 

By agreement between GCS 
and the USW, payments drop 
when the SUB fund is depleted 
to 35 per cent of maximum. 

When it drops below 15 per 
cent,,no payments are, made. 

Other benefits paid out of the 
SUB fund are short-work-week 
benefits and quarterly Earnings 
Protection Plan payments. 


The fund is built up -by 
Granite City Steel contributions 
amounting to 10% cents for 
every hour worked by covered 
empioyes. 

Its maximum funding is 15 
cents for every hour worked in 
the first 12 of the past 14 mon- 
ths. 

As soon as the fund reaches 15 
per cent of maximum, it will 
again begin paying SUB claims 
— at the 30 per cent level. 

But as stated earlier, this 
condition will likely, not be 
reached until early “in 1976, 
according to accounting 
estimates. 

Those close to the em- 
ployment situation report that it 
was not strictly the volume of 
SUB claims that depleted the 
fund. 

An important factor was the 
payment of comparatively 
large benefits from the SUB 
fund to higher-paid employes 
who chose “voluntary” layoffs 
rather than working lower-paid 
jobs that were open. 


“PREMIFR™ GAS FURNACES FOR THE MOST DEMANDING HEATING 
REQUIREMENTS. BELT-DRIVEN BLOWERS PROVIDE HEATING DELIVERIES 
BY A FINGER-TIP CONTROL OF THE THERMOSTAT. PREMIER FURNACES 
HAVE BUILT-IN AUTOMATIC SAFETY CONTROLS ... CERTIFIED BY THE 
AMERICAN GAS ASSOCIATION FOR CLOSE CLEARANCE INSTALLATION. 

ONE YEAR PARTS & SERVICE WARRANTY 


COMPLETELY INSTALLED * 


@ WE'LL REMOVE EXISTING 


GAS OR OIL FURNACE 


AND CONNECT EXISTING 


UCT WORK TO NEW 
FURNACE 


@ WIRE THE THERMOSTAT 
AND NEW FURNACE TO 


EXISTING ELECTRICAL 
WIRING 


REG. 533.90 


PROFESSIONALLY INSTALLED * 


* NORMAL INSTALLATION INCLUDES ONE TRANSMITTER 


SAFETY, SECURITY, CONVENIENCE OPEN YOUR GARAGE 


OOOR IN THE SAFETY AND COMFORT OF YOUR 


CAR. GARAGE LIGHT AUTOMATICALLY COMES ON. 
REMOTE RECEIVERS ARE FULLY AE RUTISTORIZED, 
OPENS RESIDENTIAL GARAGE DOOR TO 18 


vc wera a wekinioee 
STEEL DOOR IN YOUR GARAGE 

@ WON'T SHRINK, WARP, OR ROT 

@ SMOOTH WORKING, FINGERTIP CONTROL 


* MORMAL REPLACEMENT INSTALLATION 


eae 7 IY 


Women to train.at 
Air Force Academy, - 


‘Young women interested in 
applying for a nomination tothe. curricular 
Air Force Academy freshman 
class ent next June must 
act immediately so their 
nominations will arrive at the 
academy by Jan. 31, 1976. 

‘There are several sources for 
-young women wishing to ‘apply. 
Primary among them are 
Senators or Congressional 
District Representatives. There 
are other sources. as_ well. 
Interested women students may 
contact their high school 
counselors or write to the 
Admissions Liaison Office, 
USAF Academy, CO 80840 for 
more information and 
assistance. Prospective ap- 
plicants also may call the 
Admissions Liaison Office at 
(303) 472-2640. 

Women became eligible to 
attend the fation's military 
academies when” President 
Gerald R. Ford signed the 
measure into law Oct. 7, 1975. 
The first contingent of about 150 
women cadets will arrive at the 
Air Force Academy June 28, 
1976. . 


Before the bill became law, 
the Air Force Academy could 
not accept applications from 
women. But now academy 
admissions officials are urging 
all interested women students 
to submit applications. Since 
the nomination process is 
somewhat lengthy, hopeful 
_women cadets should act im- 
mediately, officials said. 

Competition for acceptance 
will be keen and women must 
meet the same basic 
qualifications as men for 
consideration. That is, they 
must be at least 17 years old but 
not past 22 on July 1 of the year 
they enter the Academy; be a 
U. S. citizen; be of good mofal 
character; and be unmarried, 

Academic selection standards 
will be the same for» men and 
women? Just as men, women 
will be judged for leadership 


Rone SERVI 


WITH 11 


potent based tra- 
1 upon ei 


ship positions women’s 
bership in civic 
and Sone organizations. 

Applicants also must pass 4 

ical aptitude test and a 
medical. examination. These 
tests will be sel 
academy officials. — 

The four-year academic, 
military training and athletic 

ogram. of the academy is 
physically and. mentally 
demanding, It begins with the 
rigorous’ six-week. basic. cadet 
training course almost im- 
mediately after arriving at the 
academy. 

Women cadets will: live 
separately from.the men, but 
nearly ail other aspects of cadet 
life will be coeducational. 

At the end of the four years, 
women will receive bachelor of 
science degrees with majors in 
any of 21 academic areas. 
will be commissioned as second 
lieutenants in the Air Force. 


Services held for 


former resident 

Funeral services were held on 
Oct. 29 at the Fourth Street 
Methodist Church in’ Rockford, 
IL, for W. O. Morgan, 70,-of 
Rockford, formerly -of Granite 
City. 

He died Oct. 26 at a Decatur, 
Il, hospital. Born in Elwood, 
Ind., Mr. Morgan resided ‘here 
25 years prior to moving to 
Rockford 30 years ago. 

Survivors include his wife, 
Mrs. Mary Morgan; two sons, 
David and Tom Morgan, both of 
Rockford; four sisters, Mrs. H. 
E, (Mae) Lueders and Mrs. M. 
E. (Helen) Steele, ‘both of 
Granite City,=Mrs. A. J. 
(Ceridwen) Reimers, 
University City, Mo., and Mrs. 
R. T. (Muriel) White’ of 
Sullivan, Ill, and one grand- 
child. 

Burlal 
Cemetery. 


was in Rockford 


DOT FOR YOU! 


CE" GLASS-LINED 


GAS-WATER 
HEATE 


COMPLETELY 
INSTALLED * 


HE NEW "SILCLAD BURNER” THAT SUPPLIES 


AN ALMOST INEXHAUSTIBLE AMOUNT OF HOT 


WATER 


© NON-PACKING FIBERGLASS 
GIVES POSITIVE LIFELONG 
INSULATION OF HEATER 


clio 
154. se 


can 
164. v6 


Idd” 
3" 


NORMAL eg ® MORMAL REPLACEMENTINSTALLATION INSTALLATION 


er 
(m) 
com 


“| GARAGE DOOR OPENERS 


VANITY 


PLETELY INSTALLED * 


@ WHITE TIDEWOOD 
WITH A GREY 
MARBLE LIKE TOP. 

& WHITE SINK BOWL 


@ COMPLETE WITH 


@ 24" WIDE, 
20" HIGH 


‘I30) 


eo NORMAL REPLACEMENT INSTALLATION 


PHONE 877-4040 


Sua 


sashiglaes ssuswu ns tchou eal 

CROSSROADS PLAZA, GRANITE CITY, ILL. 62040 

GGAS FURNACES C GARAGE DOOR OPENER 
GARAGE DOOR Ci WATER HEATER VANITY | 
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THE MODEL 760 BB GUN NOW HAS A CONTOURED 
CHECKERED STOCK AND FOREARM PLUS THE UNIQUE, 
EASY, SHORT-STROKE HIGH COMPRESSION 

PUMP ACTION THAT'S MADE IT FAMOUS 


180 SHOT BB REPEATER, 
SINGLE-SHOT .177 
SUPER PELL 


e@ POWER WITHOUT 
POWDER 


18INCH 
., STEEL 


KETTLE 
GRILL 


BEAUTIFUL BAKED ENAMEL 
CINNAMON FINISH 


NATIONAL POST with National Steel Corp. Miss 


Lillian B. Green has been appointed as director of 
economic analysis for National Steel, owner of Granite 
City-Steel. She has been executive assistant to the presi- 
dent of Granite City Steel and in charge of the 


o NEW CHECKERED WALNUT FINISHED STOCK By. o HEAVY GAUGE STEEL 
eo RESERVOIR HOLDS OVER 180 BB’s © PEDESTAL LEGS Analytical Department here. She will maintain her office 
e@ SIGHTS ADJUSTA FOR WINDAGE & ELEVATION J HEAT RESISTANT HANDLE in the local. main office building at 20th and State 
@ OVER 500 FT. PER SEC. ATTAINABLE MUZZLE VELOCITY S.0 EASY ROLLING WHEELS ye 

e SHOOTS .177 CAL. SUPER PELLS ¢ CHROME-PLATED : 

e HEAVY DUTY, SOLID STEEL BARREL COOKING GRID 





e POSITIVE CROSS-BOLT SAFETY @ REMOVABLE FIRE PAN 


“BRACE AND BITS 


e ONE LEVER CONTROLS BOTH 


THE HOT AND COLD WATER e BIG 5- rea BIT BRACE AND 
co WASHERLESS 


GUARANTEE 4 AUGER BITS 
COMPLETE WITH 


~ "INSTALLATION BOOK ; REG. 


© 71/16 AUGER BIT 
e 9/16 AUGER BU 
@ 11/16 AUGER BIT 
e 13/16 AUGER BIT 


21.88 


IOUBLE CYLINDER DEADLOCK 


PROTECT YOUR HOME WITH THIS “JIMMY- or “_ 
e EASY TO INSTALL 
e BRASS 





FOR MOST COLOR TELEVISIONS 


@ SELECT HARDWOODS 
ARE EXQUISITELY zs 
FURNITURE =. ’ QUALITY ‘ 
FINISHED f “GUSDORF” OP 


_@ DECORATOR 
SHELF 


e WIDE TREAD 
CASTERS 


REG. 21.95 | 


4 88 
i @ 2534" WIDE FOR BIG TV’S 
tee 


| LARGE WHEELBASE ASSURES SAFE MOBILITY 


Mon. thru Fri. 
9:30 ‘tl 10 


88_ mY 12.65 99 
REG. iso ~S i INGLUDES: Cet "7 io u PLATED 


$24.99 


USE OUR 90-DAY CASH PLAN 


Nate es Ae Lids 


12-POINT 
RATCHET 
EASILY REVERSES 
FOR CLOSE 
QUARTER WORK 


ALLIGATOR TYPE CHUCK’ 
HOLDS ROUND AND 
TAPERED SHANK BITS 


@ ALL METAL PARTS 


ae 
PG : 
Sago 
ee ae 


pipe pie 


ae 


[RAY-0-VAC REBATE SALE 


RATERS 


PURCHASE TWO TWIN-PACKS OF EITHER C OR D SIZE 
HEAVY DUTY RAY-0-VAC BATTERIES, MAIL IN THE 
COUPON TO THE RAY-0-VAC COMPANY AND YOU WILL 
RECEIVE A DOLLAR BACK BY MAIL 


TWO TWIN-PACKS, REG. 1.58 


SALE PRICE.....1.38 


Less RAY-o-vac reBate 1.00 


YOUR TOTAL COST c 
WITH REBATE | 


PRO-STYLE 


GOLF 


8¥2-INCH STEPDOWN _ 
DELUXE CLUB DIVIDER: 
GROMMETED, REINFORCED, DETACHABLE, 


FULL LENGTH PRO. STYLE CLOTHING 
LARGE FRONT BALL POCKET 
ZIPPER ACCESSORY POCKET 

@ DETACHABLE HOOD, UMBRELLA STRAP 


© ALL ZIPPERS ARE SELF-REPAIRING 
POLYESTER. TOUGH MOLDED BOTTOM 


188 


Steele praised 


on encouraging 


job expansion 


State Representative Everett 
G. Steele (R-Glen Carbon) has 
been rated highly by the Illinois 
Political. Action Committee 
(IPAC) of the Illinois State 
Chamber of Commerce. f 

The group made a study on 
how state legislators voted in 
1975 on “key issues affecting 
jobs and business in Illinois.’” 
The report gave Steele’s voting 
record an 85 per cent favorable 
rating. 

In commenting on the result, 
Steele said, “It is especially 
important, in these times of 
economic strain, that as many 
industries and job-creating 
enterprises are attracted to the 
state as possible — and that 
present ones are provided a 
favorable climate in which to 
grow and expand.” 

. Rep. Steele commented, 
“Between 1967 and 1972, the 
date of the last industrial 
census, 195 firms left Illinois. 


This created a net loss of 87,000 
jobs. 

“That was néarly double the 
national percentage. of net 
mapufacturing job loss during 
the same period. 

“Jobs are especially needed 
in today’s economy,” Steele 
said, 

“The legislature, by its ac- 
tions, can encourage or 
discourage employment op- - 
portunities in our state. 

“J intend to continue to 
support those measures which 
will encourage. jobs and em- 
ployers to locate ant remain in 
our part of Illinois.” 


REGULAR DIVIDEND 

Post Corporation’s board of 
directors last week at Appleton, 
Wis., declared .a_ regular 
quarterly dividend of 14 cents 
per share payable Dec. 31 to 
shareholders of record Dec. 17. 


SCHOOL 


LUNCH 


~ GRANITE CITY 
Junior and Senior Highs 

Tuesday ~~ Chicken-fried steak, 
mashed potatoes and gravy, but- 
tered peas, gelatin with fruit. 

Wednesdey -- Pizza pie, gar- 
den solad, buttered com, ice 
cream cup. 

Thursday Orange juice, 
cheeseburger; French | fries, 
peanvi butter squares. 

Friday —- Manager's choice. 

Monday -- Chili with crackers, 
peanut butter sandwich, chilled 
pear halves. 


Elementary Schools 

Tuesday -+ Spaghetti with meat 
souce, slaw, applesauce coke. 

Wednesday — Hamburger on 
bun, cheese sticks, French fries, 
orange jvice. 

Thursday —+ Manager's choice. 

Friday — Deep-fried fish sticks. 
macaroni and cheese, green 
beans, applecrisp. 

Monday —- Hot dog on bun with 
cheese sticks, baked beons, 
chilled fruit cup. 


MADISON 

Tuesday-—Spaghetti and meat 
sauce, cheese sticks, tossed 
salad, cake. 

Wednesday — Hamburger 
gravy, whipped potatoes, but- 
tered green beans, sliced 
* peaches. 


Thursday — Chilt'and crackers, 


peanut butter sandwich, carrot 
and celeryticks, gelatin. 


Friday — Tuna |, macaroni | . 


and cheese, colico slaw, cookies. 


‘Monday — Ravioli and meat), 


sauce, cheese sticks, tossed 
salad, sliced peaches. 


VENICE 
Tuesday — Meat loaf, whipped 
potatoes. with sauce, green 
beans, dessert. hi 


Wednesday — Chili, peanut. 


butter sandwich, applecrisp. 


Friday — Tuna noodle bake, . 


MENU!! 


PAROCHIAL SCHOOLS 
St. Margaret Mary, 

Tuesday —- Hamburger grovy, 
mashed potatoes, beets, green 
beons, homemade biscuits, 
‘orange slush. 

Wednesday —: Sloppy Joe on 
bun, salad buttered corn, 
sliced chee olate cake. 

Thursday — Meat loaf, French 
fries, glozed carrots, lettuce, fruit. 

Friday -— Spaghetti with tomato 
sduce, boiled’egg, buttered peas, 
sliced che low, gelatin, 

Mondoy -- Chili, crackers, 
eqrrot and celery, sticks, cheese. 
cpke. 
i Sacred Heart 

Tuesday —— Orange juice, beef 
vegetable soup, crackers, peanut 
butter sandwich, sugar cookie. 

Wednesday -- Hot dog, 


| «mashed potatoes, kraut, opple- 


sauce cake. 

Thursday --/Berbecue beef on 
bun, buttered forn, slaw, cheese 
slice, opplactiap, 

Friday — | Scrambled eggs. 
oven-fried potatoes, lettuce, 
gelatin. = 7 

‘Monday -- Spaghetti with meat 
“sauce, buttered peas and carrots, 
peanut butter sandwich, beets, 
applesauce. 

St. Elizabeth 

Tuesday —— Hamburger’on bun, 
French fries, pickles, fruit, 

Wednesday —— Chili and crack- 
ers, peanut butter sandwich, fruit, 

Thursday -- Chicken and dum: 
plings, peas, cake. 

Friday —- Fish on bun, buttered 
potatoes, slaw, gelatin. 

Mondoy = Beef and gravy, 
mashed potatoes, green beans, 
jepplesauce: ’ z 

(St, Mary's 

Tuestlay = Her’ dog on’ bin, 


“ frashed potatoes, kraut, fruit cup. 


“4 Wednesday — Spaghetti. with 
_Poeet sauce tossed salad, cake. 
hursday Hamburger’ on 
bar oven) browned potatoes, 
corn, gelatin: 
Friday #— Fish sandwich, 


RCE ee a Bean aN iby 
Sat., 9'til TO eee 


BAMA | SE CENTRAL HARDWARE or MASTER CHARGE 


38, (peas, 
‘vegetable, dessert. ae 
Monday — ‘Hot dog, French 
fries, vegetable, dessert. 
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~ Benko, Ward, Bunjan lead Warrior rally for 35- 20 victory 


TIMELY TOUCHDOWN Saturday by Joe Ward of 
the football Warriors with three seconds remaining in 
the first half. When Ward escaped the attempted tackle 

! by Roy: Alexander, East St. Louis defensive back, and 


Trojans win thriller, 20-19 


A three-touchdown _ per- 
formance by Dwight Chillers 
anda blocked field goal attempt 
with five seconds left to play 
helped Madison nip the Jer- 
seyville Panthers 20-19 at 
Jerseyville Friday night. 

The Trojans led 12-7, trailed 
13-12 and led 20-13 at the 
quarters. 

Following Jerseyville’s 
forced punt after the game- 
opening kickoff, Chillers 
following ground gains from the 
-Panther 40 scampered 23 yards 
to paydirt with 7:47 left in the 
first.period, A conversion run 
failed. 


GRANITE CITY 
JANITOR SERVICE 


Jim Bowman, Owner 
INDUSTRIAL @ COMMERCIAL 
including 
PLANTS cOFFICES sTAVERNS. 
SRESTAURANTS eSTORES 
© APARTMENT COMPLEXES 
eDISPLAY WINDOWS 
CHURCHES 
2813 Willow Granite City 


Phone 876-5086 
. Absolutely Reliable 


The Panthers, receiving 
Madison’s kickoff at the Jer- 
‘seyville 45 went downfield on a 
30-yard pass from Quarterback 
Jim Engelhoff to Tim Goetten. 

Two plays later, Jeff Johns 
provided a one-yard TD dash. 
Johns’ extra-point kick gave the 
Panthers a 7-6 lead with 6:40 left 
in the quarter. 

Madison failed to gain ground 
in its series of downs and punted 
to midfield, but a fumble 
recovery by Prince Giles on a 
fair catch call and fumble gave 
Madison possession again. 

Runs ,by Pete Fecurka, 
Quarterback Mike Woods and 
Curtis Bradley moved Madison 
to Jerseyville’s 10 with | six 
seconds left in the quarter. 
Chillers then ran the remaining 
10 yards to make it a 12-7 game. 

Jerseyville opened the second 
quarter of play with a drive 
from its own 14 to Madison’s 
two-yard-line, but a strong 
Trojan defense refused to yield, 
forcing a change in possession. 
/ The Panthers went ahead 13- 
12 after recovering a Madison 
fumble five plays later at 
Jerseyville’s 39. Kevin Rowling 


crossed the goalline, he enabled host GCHS South to 
move within five points, 20-15, at halftime. The Warriors’ 
20 second-half points earned them a°35-20 triumph. 


ran for 34 yuna and a 27-yard 
aerial from Egelhoff to John 
Shortal for the TD followed. A 
conversion run was stopped, 
with 21 seconds left in the half. 

Chillers put the, Trojans 
ahead to stay, 20-13, when he 
returned the second-half kickoff 
80 yards to the end zone. 
Bradley ran in for two vital 
points. 

Near the end of the third 
quarter, a 42-yard field goal 
attempt by Johns fell short of its 
mark. 

Madison had to punt it away 
on downs, and the Panthers had 
possession on Madison's 40 as 
the fourth quarter began 

In five running plays, Jer- 
seyville was at the two. Johns 
carried it in to narrow 
Madison's lead to one point. 

‘A conversion run by Rowling 
was stopped short of the goal on 
a tackle by Trojan Jeff 
Thompson, preserving the 


‘Trojans’ slim lead. 


Both schools exchanged punts 
after that, and Jerseyville had 
possession on its own 45 with 20 
seconds left in the game. 
Egelhoff later rambled 23 





who enjoy 


serving 


LINDA MANIS is one of four 


friendly tellers at our Granite 


City office. 
’ 


Over recent yea 
Federal Has gro\ 


The reason? High interest on savings. 


Insurance of accounts 


Convenient locations. Postage paid 
Sure, they're all important. 


save-by-mail. 


But reason number one is Gur staff. They've 
been carefully selected to make saving 
especially pleasant, easy and convenient. 
You’ll see what we mean any time you 
visit one of our offices. Come see 


for yourself. 


Our Number One Asset 


‘s, Madison County 

to become -the largest, 
savings and loan in Granite City. And 
we're off to a’great start in Glen Carbon. 


people 


to $40,009. 


(Press-Record Photo) 


D WIGHT CHILLERS 


yards to Madison's 19 and, with 
five seconds showing on the 
clock, Jerseyville attempted to 
win with a three-point field goal 
attempt by Johns. The kick was 
blocked by Chi Horten, 
assuring Madison's victory. 

Chillers netted 183 yards on 13 
carries in the game, and Brian 
Eaves was the recipient of two 
Woods aerials for 38 yards. 

Madison had 333 yards 
rushing and 42 yards in the air, 
while Jerseyville gained 238 
yards on the ground and 118 in 
the air. 


Flag football 


SATURDAY, Nov.1 
(Playoffs) 
Ron Hall League 
GC Steel Credit Union6, Saints 0 
Butler Floor 6, Bowler Trucking 
0 
Ken Gray League 


) Granite City Police 1, Vikings 0 


Ravanelli’s 46, Warriors 0 


“The Diamond Store 
That Saves You More” 


GRACIOUS 


GIFT 
at-a 
pretty 
price! 
$4.95 


| 
NO% (* 


A sparkling 
buy in love- 
ly gifts—our 
prystal Bud 
Vase. With 

lustrous, 
pewter base~ 
a bloomin’ 
bargain at the 
price! Come 
see—and save. 


It was the day atten 
Halloween, but Coach Sta 
Wojcik’s Warriors were full of 
tricks Saturday afternoon, 
treating fans to a 35-20 come ‘ 
from-behind victory over the 
East St. Louis Flyers on the 
Granite City gridiron. The 
season-ending win gave South 
High a 5-4 record. 

East St. Louis jumped to a 14- 
0 first-quarter lead, and held a 
20-15 margin at halftime: South 
was ahead 28-20 after the third 
quarter. 

Although South’s defense held 
the Flyers tp only one first down 
in the opening half, the Flyers 
capitalized in the early going 
with big plays and~ on 
Sophomore Quarterback 
Lorenzo Nicholson’s throwing 
ability. 

‘The Warriors took the game- 
opening kick at their 20 and 
drove 44 yards to the Flyer 36, 
where a fumble on a pass at- 
tempt was picked up by Melvin 
Kennedy and returned to 
South’s 15-yard line before 
Warrior -Joe Ward pulled 
Kennedy down. 

Five plays later, East St. 
Louis led 7-0 with 7:15 left in the 
period. David Jones plunged in 
from the one, and the extra- 
point kick by Bronson Williams 
found its mark. 

‘A strong wind faced South 
when it attempted a fourth 
down punt in its next offensive 
series. The ball sailed only 12 
yards to South’s 45, giving the 
Flyers good field position. 
Richard Townsend scored on a 
45-yard aerial from Nicholson 
and Williams kicked the 14th 
point. 

Late in the first quarter, 
Ward intercepted a Flyer pass 
at South’s 34. The Warriors 
gained 13 yards in four attempts 
and Quarterback Bryan Bunjan 
hit Alan Benko with a 20-yard 
pass at the Flyer 33. 

An aerial on the next) play 
resulted in an_ interception, 
giving the Flyers possession at 
their own seven going into the 
second period. 

South held the visitors to no 
gain, and a punt attempt turned 
into two points for the Warriors. 
A fumble on the snap was 
downed in the end zone by 
Benko, putting South on the 
scoreboard with 10:47 left in the 
half. 

The Warriors made the score 
14-8 two minutes later following 
a 28-yard kickoff return by 
Ward to the Flyer 45. 

Carries by Benko and Frank 
Barunica mgved South to the 30, 
and a Flyer penalty spotted the 
ball at the 15. 

Wark picked up four yards in 
two runs, and a pass in- 
terference call on the next play 
moved the ball half the distance 
to the goal. Benko plowed 
through for six yards to paydirt 
with 8:02 remaining, Bunjan’s 
point-after kick was blocked. 

Less than four minutes later, 
East St. Louis scoréd on an 83- 
yard pass play from Nicholson 
to Townsend. The kick failed, 
but East St. Louis held a 20-8 
lead with 4:52 left in the half. 

Again the wind proved a 
factor. With 1:34 left, a Flyer 
punt traveled 22 yards to the 
East St. Louis 46. 

‘A nine-yard aerial to Jim 
Jackson and a dash to the 35 by 
Benko provided a first down. 

Two incomplete passes left 
South with a third-and-10 
situation and 16 seconds 
remaining in the half. 

A double-reverse handoff — 
from Bunjan to Benko to Ward 
— netted South 16 yards. 

Bunjan connected with 
Jackson ona 12-yard aerial, and 
the receiver lateraled for a 
“flea-flicker’’ TD. Hit im- 


© 
we re tru 


WARRIOR DAVE THORNTON (83), a defensive end, tackles “the East St. Louis 
quarterback, Lorenzo Nicholson (14), in this view of the action during South High 
School's 35-20 win over the football Flyers here Saturday afternoon. 


mediately at the seven-yard line 
Jackson lateraled the pigskin to 
Ward, who ran into the end zone 
with three seconds left, Bun- 
jan’s foot left the Warriors 
trailing by only 20-15 at half- 
time. 

South took a one-point lead 
three plays after East St. Louis 
received the second half 
kickoff. A fumble on a running 
play was recovered by Warrior 
John Bogosian. 

‘A penalty moved the ball to 
the 15. And then there were 
short gains by Benko and 
Barunica to the one, before 
Benko dove over the middle for 
a TD with 8:07 left in the third 
quarter. A conversion pass 
failed, but South led 21-20. 

A minute later, Dave Thorn- 
ton’s pass interception gave 
South possession at East St. 
Louis’ 26. 7 

Moving swiftly to the 11, 
South scored on a Bunjan to 
Ward aerial, and then stretched 
its lead to 28-20 on Bunjan's 

int-after kick. It was Ward’s 

ond touchdown of the game. 

‘he period ended with South 
on the Flyer 21 as the result of 
Benko’s recovery of a fumble on 
a Flyer reception of a punt. 

Opening the fourth period 
with a 16-yard pass to Ward, 
South charged with two straight 
carries by Barunica to a. half- 
foot from the goalline. Benko 
then ran off left tackle, and 
Bunjan’s boot cleared the 
uprights. 

Benko was South’s busiest 
runner, gaining 83 yards on 33 
carries and three TD’s. 

South gained 174 yards 
rushing, and 88 yards in the air. 
East St. Louis, held to six yards 
on the ground in the first half, 
netted 30 yards rushing and 128 
yards in the air. 

READY-MIX CONCRETE 

CALL LYBARGER 
452-3107 or 452-6180 


e to the 


(and other colors, too!) 


Our true color cleaning revives the old glory of all your 


colors . . . Makes your whites 


sparkle, your brights bold, 


poo ROL 


ALAN BENKO 


HIGH ROLLERS 


WEDNESDAY 
Tri-Mor 
Bowling Queens 
Cherrie Hay ... 
Men’s Indepéndent 
Rudy Stimac 


-Carl Eppington 


Skip Ryan... 
Senior Citizens 
(Western Division) 


Lena Scarborough . 
Ted Moran .:.. 
Charles Pindell 
Bowland 
Merry Mixers 
Ruth Barrington 


(Pres Record Photo) 


BRYAN BUNJAN 
[Cirbe ‘ 
Girl’s soccer 
SATURDAY, Nov. 1 
VF W 1300 Post 6, The Family 0 
SUNDAY, Nov. 2 | 
Mercer’s 2, Sammy’s 0 


AMSCO Plumbing 0, VF'W 1300 
Post 0 


LENNOX. 


Heating Systems 
Sys] Cero dlel avd (els) 
from the 
Comfort Specialists 
COMFORT. 


AIR CONDITIONING 
and HEATING, Inc, 


Our name 
{sour 
game.. 


Whether you need 


acar for aday,a 


weekend, or longer 
-..call Budget Rent 
a Car for The Great 
Rates. Low, low rates 


on all size cars. 


For reservations or 
information on The 
Great Rates, call: 


876-4480 


We feature GM and. 
other tine cars, 


and we can do all the rest .; . like removing spots . 

Expertly using gentle steam and air to remove wrinkles 
and reshape your garments . : . plus any kind of sewing. 
We do shirts, too rinsed 5 times after soaping — 


Federal SAVINGS oat Loc hee 


siinerits Hee ae Vo A CELLEMORE 
: CL EA NE RS ia 18th St., Granite City, Ul. 


Cottonwood Station Rd. at 159, Glen Carbon, Ili. 62034 ‘and Gift Shop 
Phone 451-4759 BELLEMORE SHOPPING CENTER ores 


Budget — 


NTA rent a car 


UT a 


Have your 
Ears Pierced and 
EarringsSQ50 


Phones: 656-3210 & 345-6550 Be a ath St. 
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enroute to an ¢éasy win 
Halloween night Mattoon, 
leading 20-0 at the half, But 
,touchdown-nullifying- penalties. 
“and an onside kick recovery by 
the Green Wave returned to 

_haunt”” North High and~ the 
“hosts gained a 24-20 victory. 

The Steelers led 13-0, 20-0 and 
20-12 at the quarters. 

With 9:10 left in the first 
quarter, Bruce Jateff capped a 
70-yard drive, including his own 
37-yard ramble and a 15-yard 
run by Richard Schmidt, with a 
one-yard slam into the end zone. 
But a flag on the play nullified 
the apparent touchdown, for- 
cing \the Steelers to try again 
from the seven. 

Jateff gained six yards in 
three attempts before Joe 
O'Gara gathered ina pass in the 
end zone from Quarterback 
Greg Corey. 

Corey's extra-point kick was 
good for a 7-0 Steeler lead with 
6:15 left in the first period. 

O'Gara got his second TD of 
the’ game four minutes later 
after Mattoon took: the ensuing 
kickoff. The hosts picked up two 
first downs before becoming 
bogged down at the Steeler 44. 

O’Gara blocked a punt at- 
tempt; scooped up the ball at 
Mattopn’s 45 and ran it in for a 
six-pointer. Corey's kick for an 
extra point was blocked. 

Jateff provided a two-yard 
run to paydirt with eight 
minutes left in the half, 
following a short drive from the 
Mattoon 23. South had taken 
possession of the ball when 
Mattoon failed to garner a first 
down on a fourth-down pass 
completion. 

Corey’s kick over the 
crossbar gave the Steelers a 20- 
\ 0 advantage. 

\Mattoon threatened to score 
later in the first half, moving 
from its 45 to North's 31 before 
Quarterback Scott Brown's 

rial was grabbed by Steeler 
Larry Schleicher at the 18 for 
the game's only jinterception. 

Schleicher also was credited 
with preventing a Green Wave 
‘TD with seven seconds left on 
Bivied clock before halftime. 

“After the interception, North 
"ia to gain ground on downs 
“and a strong, gusty wind 
resulted in a nine-yard punt 
downed at North’s 29-yard-line. 

Mattoon’s Steve Sorensen 
carried to the 24, and then ran 18 
yards to the six, where he was 
downed by Schleicher as the 
half ended. 

Sorenson wasted no time in 
putting his team on the board 
after the second half opened, 
North taking the kick and then 
being forced to kick it away, 
into the wind, to the Steeler 46. 

‘The senior Green Wave 
halfback carried for gains of 14, 
four and four yards before 
sweeping through the left side 
for a 20-yard run. A pass 
conversion attempt failed and 
left the score at 20-6. 

Steeler Fred Clay was injured 
on the play and later returned to 
the game. 

With’ 3:05 left in the third 
period, ‘Sorenson turned a 
fourth down and nine yards to 
go situation into new life for 
Mattoon when he faked a punt 
at, his 49 and then scrambled 
downfield to the Steeler 38. 

Sorenson then carzjed, in two 
plays, to North’s 12,faided by a 


15-yard Steeler penalty, and | 
then made the score 20-12 on a 


pitchout and run into the end 
zone. 

The final period of play 
opened with North ready to punt 


Elks ‘hoop 


JOE O'GARA 


BRUCE JATEFF 


the ball from its 29. 

Mike Sherman’s kick was 
touched by an opposing player 
at the Steeler 41, and Schleicher 
picked it up for a 59-yard run 
into Mattoon’s end zone. 
However, a Granite City 
penalty on the play nullified the 
TD, giving Mattoon possession 
at North’s 41. 

Mattoon used 11 downs in 
driving to North’s two-yard-line 
before Scoft carried the ball in 
on a quarterback keep. 

The Green Wave trailed by 
two, 20-18, after a two-point run 
attempt by Sorenson was 
stopped. 

Mattoon recovered its own 
onside kick at North’s 47. After 
a series of ground plays moved 
the line of scrimmage to the 31, 
Sorenson broke through the 
right side of North's line 
toward the end zone. He was 
stopped by O’Gara and 
Schleicher at the 11. 
| A flag on the carry heralded a 
penalty against North and 
Jmoved the ball to» the six. 
{Mattoon was held by North’s 
defense three times for no gain 
before Scott faked a handoff, 
spun and then cracked through 
the line for a go-ahead touch- 
down. 

Taking the next kickoff, 
Corey, who completed 10 of 18 
aerials for 120 yards, hit on 
consecutive passes to Brian 
Smith, Leo Pelek, Schleicher 
and Clay, to place the ball at 
Mattoon’s 19. 

The Steelers saw their hopes 
of a game-winning TD vanish 
after a Corey-to-Pelek pass 
completion failed to gain a first 
down with a minute left in the 
game. 

To wrap up its victory, the 
Green Waves ran out the clock 
on the ground. 

Mattoon was held to 16 yards 
in the air, but had the edge over 
North on yards rushing, 265-102. 


shoot’ 


for boys and girls 


Elks- Lodge 1063 will again 
host a local ‘‘hoop shoot’ free 


throw contest Dec. 13 for Quad- | 


City area boys and girls, ages 8- 
13, as part of a statewide contest 
- which will conclude with state 
finals. 

Richard Yates, chaisman, 
notes that. interested youths 
must sign up at a designated 
place in their respective schools 
before Dec..2. 

‘Applications then will be sent 
to each school and prospective 
contestants must complete 
those applications and return - 
them by Dec. 8, 

A girl and a boy champion. 
and- girl and boy runnersup. 


from each of three age groups 


will advance to district.com- 
petition. 

The three age groups are: 8-9 
:— cannot reach age 10 before 
April 1, 1976. This group will 


shoot from a line four feet in | 


\sfront of the foul line. 

; 10-11 — cannot reach age! 12 
before April 1; and 12-13. — 
cannot reach age 14 before April 
1. If any participant in the latter 


* 


age group is in the ninth grade, 
or high school, he or she is not 
eligible to compete. 
Competition rules are: each 
contestant will be given two 
practice shots, after which each 
will shoot 10 times for scoring; 
the ball cannot be bounced more 
than four times between shots. 
Ties will be decided by taking 
five additional shots at the 
basket and, if there is still a tie, 
a series of five additional shots 


.will be taken until a winner is 


determined in each of the three 
age groups. 
‘ontestants must stay behind 


GENE BAKER — 
Warrior Soccer Coach 


De VE GOLDSCHMIDT 


RICH FERNANDEZ 


RICK DEMAREE 


BOB KEHOE 


Warriors, Steelers win own tourneys. 
meet here to decide state soccer entry 


The Steelers of GCHS North 
and the Warriors of GCHS South 
will clash at3 p.m. tomorrow on 
North ‘High’s soccer field to 
decide a sectional victor, and 
also which team will represent 
Granite City in the state tour- 
namen‘ at Normal, 
tl. 


‘North High defeated 
Collinsville 2-0 Saturday in the 
Steeler sub-sectional final, and 
South High downed Assumption 
4-2 in the Warrior sub-sectional 
final contest, both on Saturday. 

‘Tomorrow’s. meeting of the 
two Granite City schools -marks 
the second time in two seasons 
South and North competed 
against each other for sectional 
honors. Last year, the Steelers 
posted a 2-1 overtime win over 


South to advance into the state 


finals. 


“Assumption’s Pioneers _en- 
tered  Saturday’s 
against South High off a.2-1 


victory Thursdav over Cahokia. 


at the Warriors sub-sectional. 

South High’s victory Saturday 
over the Pioneers came on a 
come-from-behind effort. 

Assumption scored after 8:18 
of the first period on a goal by 
Tom Genetti, and again after 
4:15 of the second period on a 
goal by Don Frolker following a 
scramble for the ball between 
him and South’s Greg Feigl. 

Warrior David Goldschmidt 
cut Assumption’s lead in half. 
after 2:36 of the third quarter, 
scoring unassisted with a left 
footed shot from 18 yards. in 
front of the net. 

Rick Fernandez deadlocked 
the contest at 2-2 after 3:04 of 
the third quarter with a penalty 
kick after Mark Goldschmidt 


Bloom harriers first, 
North 18th at state 


Bloom of Chicago Heights 
swept to its second straight 
Illinois High School Association 
boys’ state cross-country title 
Saturday, finishing first at 
Peoria’s Detweiler Park three- 
mile course, The Steelers of 
GCHS North, competing there 
for the first time, placed 18th. 

York High was second, 
Deerfield third, Rockford East 
fourth and Lebanon fifth 

Alton finished 14th and 
Belleville West 24th. 

Ron Craker of York ran the 
course in 14 minutes and 10 
seconds to ‘take individual 
honors. Dan Gilchrish of Rock- 
ford East was second and Tom 
Graves of Sandburg third. 


Edwardsville and 
West in playoffs 


Belleville West, a 42-0 winner 
over Alton Saturday, and 
Edwardsville share the South- 
western Conference football 
crown and will compete in Class 
5A state playoffs Wednesday, 


West at Orland Park Sandburg ~ 


and Edwardsville at Rock 
Island Alleman. 

Mascoutah, 25-6 winner over 
Highland Saturday, will play in 
Class 4A Wednesday at Car- 
bondale. 

East St. Louis Lincoln, 18-6 
victor over Assumption, will 
play at Carmi. Alton Marquette, 
13-0 winner over Bethalto, will 
compete at Metamora. Both 
games are in Class 3A. 

In 2A, Carlinville will play at 
Colfax’ Octavia, Dupo at 

{Marshall and Gillespie at 
Decatur St. Teresa. 

Quarterfinals are set for 
Saturday, semifinals Nov. 15 
and final games Nov. 22. 


GC youth scores 
two for Blazers 


Forward Rick Hodge of 
Granite City and Dan Pupillo of 
St. Louis scored two goals each 
as the St. Louis Blazers 
defeated Affton 7-2 in an 
exhibition ice hockey game 
Sunday at the Affton rink. 

The Blazers, whose home rink 
is in Brentwood, are captained 
by defenseman David Rapoff, 
18, of Granite City. Also on the 
Junior B id from 
Granite City are forward Steve 
Dioneda, 18, and Andrew 
Rappoff,'14, a goalie, who -is 
playing his first season with the 

team. 


‘The Blazers’ season opener is 
Nov. 13. - 


the foul line until the ball has - 


:touched the hoop, backboard or 


‘net. A violation results in loss of 
a free throw if it has been made. 

Competition will begin at 
Grigsby Junior High School at 
10 a.m. Saturday, Dec. 13. 


READY-MIX CONCRETE 
’ CAELLYBARGER 
452-3107 or 452-6180 


MITCHELL BASKETBALL 
REGISTRATION SLATED 

The Mitchell Athletic Club 
has announced basketball 
registration for boys in the 3rd- 
12th grades age group. 

It will be conducted at the 
Mitchell Grade School gym- 
nasium today and tomorrow, 6 
p.m.-8 p.m. both days. A 
registration fee of $5 per player 
is required. 


The best individual finish by a 
North High runner was 43rd by 
Sophomore Mike Baker in 14:59. 

Finishing also were: Daye 
Futch 90th, Jehn Bracamontes 
160th, Dave Ebrecht 169th, Greg 
Stout’ 181st, Robin Tegel 192nd 
and Don Lucy 203rd. 

Steeler mentor Pete Robin- 
son,. noting that his team was 
unfamiliar with the course and 
inexperienced in. state com- 
petition, expressed satisfaction 
with North’s performance. 

“I do feel Baker could have 
placed better if heavy traffic in 
one of the lefthand turns hadn't 
bogged him down. But, after 
breaking loose, he ran well.”’ 


High School 
Football 


‘TUESDAY, Oct. 28 
Belleville West (Soph) 44, GCHS 
South 28 (TD’S — Cliff Moran 
two, 26-yard runand a 14-yard 
pass from QB Mike Forshee; 
Tony Elliott, 17-yard run; and 
Wally DeShon, 60-yard pass 
from Forshee. Moran also 
scared a two-point conversion 
on a pass, and Tim Kirksey 
kicked two extra points.) 


‘THURSDAY, Oct. 30 

Belleville Althoff (Frosh) 12, 
GCHS North 0 

Belleville West (Frosh) 65, 
GCHS South 14 (TD’s— 
Halfback Ron Langford two, 
70-yard pass play from QB 
Jeff Parker, and a one-yard 
run. He also scored two points 
on an option run.) 


(GCHS North and South 
varsity home games are played 
at Granite City Stadium on 
Fehling Road). 

‘TODAY, Nov. 3 

~MHS (Soph) vs. MHS (JV) at 

Trojan field 4 p.m. - 
TUESDAY, Nov. 4. 

East St. Louis (Soph) at:'GCHS 
South 4 p.m. 

GCHS North (Soph) at O’Fallof_ 
4 p.m. 
FRIDAY, Nov.7 

O'Fallon at GCHS North 8 p.m. 

MHS at Pacific, Mo. 8 p.m. 

‘ 


RHODES BURGLARY 

Items valued at about $715 
were stolen from the home of 
James Lovins, 1323 Rhodes St., 
it was discovered at 9:30 p.m. 
‘Thursday. A neighbor reported 


she Saw a man enter the house | 


Thursday afternoon. Taken 
were seven fishing 

reels, an assortment 
mechanic’s tools, a wedding 
Ting ,set, china and an ex- 
tee 


8 spraying equip- 


SUSPECT CAUGHT 
Madison police arrested a 28- 
year-old Venice man at 2 p.m. 
Sunday as a suspect in the 
of the a it of 


awed at pink ani yellow 
1 ‘were recovered. T! 
bet Re corer was mide 
‘with the assistance of the 


Venice, police. 5 


contest | 


{ was fouled by a defender. 
South garnered the go ahead 
goal .after 3:14 of the final 
period off the foot of Fernandez, 
assisted by Mark Goldschmidt. 

Fernandez had taken a pass 
from Goldschmidt, and 
Assumption’s goalkeeper left 
the net ‘in anticipation of 
another pass. Instead, Fer- 
nandez sent the ball sailing in 
behind the goalie. 

David Goldschmidt put the 
game away for the Warriors, 
assisted by brother Mark, 45 
seconds later. 


“It was one of the most 
beautiful plays of the game,” 
said South's Gene Baker. 

“‘Mike Voegele threw the ball 
inbounds to Mark, who then 
headed it to David for a power 
kick into the net from 20 yards 
away.” 


Warrior Mark Spiroff will 
take Mark Goldschmidt’s 
striker position in tomorrow's 
contest. He suffered a broken 
collarbone Saturday and is 
sidelined for the rest of the 
season. % 

The victory was South’s 16th 
straight for an 18-2-2 record. 

South‘ doubled Assumption’s 
shots-on-goal, 22-11, and fouls 
were plentiful—South 23 and 
Assumption 26. 

Warrior Randy qLyerla had 
seven saves as goaltender, as 
did the Pioneer goalkeeper. 
Soyth had the edge on cor- 
nerkicks, 7-4. 

The first two quarters of play 
at North Saturday resulted in 
neither side scoring. The 
Steelers broke the ice after 
seven minutes of the third 
period on a penalty kick by 
Kevin Gavlick. 


3 held in shooting 


Three Venice men are being 
held pending investigation of a 
shooting at 7:30 p.m. Friday at 
the North Venice Grill, 1000 
Calhoun Ave., and of shots fired 
at a Venice police car near the 
scene. 

Police, investigating a report 
of shots fired into the grill from 
across the street, was shot at 
upon arrival, with a bullet 
istriking the squad car’s 
passenger side an inch above 
the window. 

A second police car sent to 
investigate was showered with 
bricks near Logan Avenue and 
Weaver Street. 

Police in the first squad car 
drove away, circling the block. 
Officers said they observed the 


three suspects enter a parked 
auto near the grill and drive 


“Eric Painter was racing 
neck-to-neck with a Collinsville 
player both bearing down on 
the when Painter was 
accidentally tripped,’’ noted 
North’s Bob Kehoe. 


With 1:55 left in the fourth | 


period, Collinsville’s Ray Klein 
was chasing the ball back 
toward the Kahok goal, with 
Steeler Dave Roberson in, 


Goalkeeper Bill Swip, who was 
drawn away from net. 
Roberson scored when the 
defender slipped and fell down, 
leaving an open goal. 

Scoring attempts were held to 
a minimum, six apiece for the 
two schools. Steeler Rick 
Demaree was credited with four 
saves, and Swip with none. 

North committed the most 
fouls, 22-18, and Collinsville held 
the edge on cornerkicks, 3-1. 


2 hurt in crash 

Mrs. Peggy Keltner, 38, of 
2437 Cleveland Blvd., and 
Sharon Martin, 24, of 2973 Iowa 
St, were injured when.their 


south on Weaver Street, and *cars collided at 29th and Towa 


then west to Lee Wright Homes. 


Two of the suspects were 
taken into custody following a 
foot chase through the Lee 
Wright Homes area, and the 
third man was arrested later 
when he entered the police 
station. 


A .22 caliber pjstol was 
recovered near where one of the 
men was captured. 

No one was injured in the 
series of events, but one bullet 
struck the front door of the 
Calhoun Avenue grill an 
another lodged in the wall near _ 
a service counter. 


Dorian property 
donated to city 


The possibility of con- 
structing a municipal parking 
lot on the southeast corner of 
Delmar Avenue and 19th Street 
to replace buildings damaged 
by fire Aug. 13 was reported 
today after the owners of one of 
the two damaged buildings 
announced it is donating the 
property to the city. 


Cyclist hurt 


Joseph Doolin, 17, of 2118 Lee 
Ave., was injured when his 
*motorcycle struck the rear of 
the car of Thomas Green, 2558 
Buenger Blvd., stopped for 
traffic in the 2300 block of 
Madison Avenue at 4:10 p.m. 


Thursday. 

Doolin suffered a cut to his 
chin and abrasions to both 
knees and his right wrist. X- 
rays were taken at St. Elizabeth 
Hospital and he was released. 


DAMAGE MOBILE HOME 
Vandalism which will cost 
more than $100 to repair was 
done to the mobile home of 
Sheila Lewis, lot 35, Holiday 
Mobile Home Park, last week. 
‘The occupant said she is in the 
process of moving and could not 
determine if anything was 
stolen. A rear door was forced 
open, causing about $50 damage 
to the door. Broken were a large 
storm window, a kitchen light 
fixture anda water faucet in the 
kitchen sink. ‘ 


READY-MIX CONCRETE 
CALLLYBARGER 
452-3107 or 452-6180 


Mayor Paul Schuler said he 
was notified of the donation by 
Bride's World, Inc., operators 
of the Dorian Shop at 1302 
Nineteenth Street which was. 
destroyed in the fire. 

Robert Kelly, city building © 
inspector, said that negotiations 
also have been under way with 
the owners of the corner 
building:which formerly housed - 
the Factory Outlet Clothing 
Store to determine if they will - 
consider similar action. 

Kelly said if the corner 
building glso is acquired by the 
city, it would provide Space for 
a parking lot facility. 


Grain dryer fire 


Fire last week destroyed 
about 3,000 bushels of soybeans 
ina dryer at the Archer Daniels 
Midland Co. grain elevator and 
soybean processing plant on, 
Cargill Road. 

The cause of the fire is not 
known, but firemen said more 
than a foot of soybeans over a 
valve kept the sprinkler system 
from operating when the fire 
started. 


The grain elevator was not : 
damaged, but the soybeans 
were destroyed. Firemen ;| 
ieee the smouldering fire, for’ 


JEWELRY & CARD SHOP 
1304 Niedringhaus 
876-641 


BOYSG GIRLS -_ 
FREE BEGINNERS BOWLING CLASSES 


INSTRUCTION 
AGES 6-12 EACH SATURDAY 1:15 P.M. to 3 P.M. 
BEGINNING NOV. 1 thru NOV. 29 
ADULT COACHES AND INSTRUCTORS 


OE 8 eh ee 8 


BOWLAND-—s0s0 mameond 1eD. 


streets last week. 

Mrs. Keltner was taken by 
ambulance to St. Elizabeth 
Hospital where she was treated 
for a half-inch cut to the right 
side of her head and a contusion 
to her right leg. X-rays were 
taken and she was released. 

Sharon Martin’s wounds did 
not require hospital treatment. 


Levee meet here 


The board of trustees of the 
East Side Levee and Sanitary 


District will hold its November - 


monthly meeting in the district 
~ offices in Granite City, 1707 
Madison Ave. The meeting will 
be held Wednesday, beginning 
at 10 a.m. 


NAILS IN CANDY 

Children who reside on 
Fairway Estates in Arlington 
Heights told their parents 


yesterday they had disci 

nails in candy they eed 
while trick or treating Friday 
night. They said they believed 
the candy was obtained in or 


between the 2100 through 2300 
block of State Street. 
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COLD-WEATHER 
DUT¥ for Warrior Goalie 
Randy Lyerla during Wed- > 
nesday’s sub-sectional soccer 
tournament contest at 
GCHS South. — (PreseRecord Photos 


YMCA SOCCER 


SATURDAY, Nov. 1 
Pee Wee’ 
St. Elizabeth 2, 
Athletic Club 0 
St. Margaret Mary 3, House a 
Pancakes 0 
Granite City Police 1, esis 
Sporting Goods 0 
St. John’s United Church 7, 
Mitchell Bobcats 0 
_. Junior Bantam 
St. -John’s Falcons’ 5, 
River Comets 3 
St. Margaret Mary 3, Krekovich 
Realty 1 
VFW 1300 Post 5, Rutkowske 
Construction 3 
Senior Bantam : 
St. Elizabeth 2, Pontoon Lion, 
Club 1 
Mitchell Panthers 
Margaret Mary 0. 
Jupior Midget 
GC Steel Credit Union 5, AAA 
Bookkeeping 2 
St. Margaret Mary 10, St. 
\Elizabeth Angels 0 
Senior Midget 
‘St. Elizabeth Kickers 2, Mercer’ 
Mortuary 1 
Mitchell Jets 2, 
Sporting Goods 0 
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1975 SCOTTI MUFFLER CENTER. INC, 


Scotti guara 


extends 


pone mut rer: 


MOST PLYMOUTH 
FORD-CHEV 


5|$ 924° 


151995 


weighva 
00% of 


von ee 


At 
OTHER cans 


our work. ° 


by Scotti should fail it will be 


replaced free of any charge for as long as you qwn the car. 
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‘AD PRICES GOOD THRU THURS., NOV. 6 


ALL BEEF 1S THE FINEST U.S.D.A. CHOICE—AND WASTE FREE! 


B.—TBONESTEAK Lisp. 


Round 5L 
‘ 5 LB. — SIRLOIN STEAK sate 
5 LB. — ROUND STEAK - 


Steak 5 LB. — RIB STEAK | 10 LB 
ee 10 LB. — GROUND BEEF 
$ AQ | Sb NESS Stew near |1018: — center cut PoRK chops 
. | 10LB.— GROUND BEEF : __ | 10 LB. — PORK STEAKS 
10LB. — Center Cut CHUCK ROAST | 10LB. —SPARERIBS _ 
be 50LB. FREEZER BUNDLE | 70_LB. FREEZER BUNDLE 


SLICED 1-LB, Ont $69.95 Froerar rab ony 09.90 ret ned Oscar Mayer 


OR MORE .U.S.D.A. CHOICE CUT & WRAPPED FREE! Specia Is! 


Thuringer |c: e 

uringer /Sides of Beef VW <a | 
$ l 19. ick COBeEnEEee ae # a $ 1 09 were installed in ceremonies conducted jointly-with the in 
Ib. é : 


KREY A.C. 


ranite ‘City High School South auditorium. Left to right are: Bonnie Ross, vice- 
president; Becky Batson; treasurer; Nancy Bezan, president; Larry Sidéner, president of 

Pkg. Sidener Supply Co., the keynote speaker; Kathy Jones, recording secretary and Rhonda 
Brawley, corresponding secretary. The FSA members are students from: both North 


REG. BEEF & GARUC, and South High-Schools. i - 


BOLOGNA 


Hillshire Farm 
SMOKED 
' SAUSAGE 


U.S.D.A. CHOICE BONELESS RUMP and a 
Future Secretaries initiate, install 


and 
POLSKA 
KEILBASA 


od as 


29-OZ. CAN LIBBY'S 
HALVES or SLICED 


Peaches 


With Coupon and $7.50 Purchase 


39° 


8'2-OZ. JIFFY CORN 


Mati" /S] 


DAIRY DEPT. 


12-OZ. INDIVIDUALLY WRAPPED 
SWISS, AMERICAN, PIMENTO 


Kraft 
Cheese 89° 
-Slices ... 


Parkay 99° 


8-OZ. CASINO MONTERREY JACK 
PEPPER or CALLOWAY 


theese... 89° 


PARKAY 1-18. 


Fe ates 49 ? 


8-OZ. SWEETMILK or BUTTERMILK 


Biscuits 2/29 


U.S.D.A. CHOICE TENDER 


Cubed Steak 


IKREY “OLD TYME” THICK SLICED 


Sirloin Tip Roast .... sx 69° 


VIVIANO'S 


BO 


4000 PONTOON ROAD 


No. 1 GASLIGHT PLAZA 


BOX OF 12 INSTANT COCOA MIX. 
or MARSHMALLOW 


5.38 
CHEF BOY-AR-DEE 


P 


15-OZ. 
CHEF BOY-AR-DEE 


DILL or KOSHER 


16-QZ. 
Sauerkraut 


en By / 89 ¢ Cut Green Beans Pickles 


Spaghetti 


25 ALUMINUM FOIL 


16-OZ. GRIFFIN 7-OZ. 
HEAVY DUTY Sliced Beets 


Coconut 


Reynolds Mxd. Vegetables | Flakes 


15-02, 


15-02. 
SUN MAID 


Seedless 
Raisins 


CHOICE OF COLORS 


Warts: COUPON 
Dial 
Soap 


LINK SAUSAGE 


Ib. $] 59 i 


PORK SAUSAGE 


Ib. $] .69 
BANKROLL 


*700 


16-OZ. OCEAN SPRAY 


: ¢} Cranberry 2/79° 
Swiss Miss 89 Sauce . 
25-1B. BAG REGULAR |} 200°" 
urina Reynolds 
Pas” |e 
ef 4. 
Spaghetti 789° ere 
18.02: ITALIAN STYLE ; STL tee Heifetz 
+ QtJar 69° 


Pre Cleaner 
Niagara .... 


‘<IET DELIGHT—16-OZ. 


‘The fifth annual initiation and 
installation of the Granite City 
High School Future Secretaries 
Association (FSA) for students 
from both Southand North High 
Schools were held last week in 
the South High School 
auditorium. 

The Tri-Cities.Chapter of the 
National Secretaries 
Association (NSA) sponsors the 
FSA organization. 

Mrs. Charlsie Vunovic, 


chairman of the FSA cém- 
mittee, gave the welcoming 
address. She said thé 43 new 
members and 20 senior 
members for a total of 63 in- 
dividuals makes the Granite 
City FSA chapter among the 
largest-in the state. 

Guest speakers were Mrs. 
Anne Smith, president of the 
Tri-Cities NSA Chapter, and 
Larry Sidener, president of 
Sidener Supply Co. and a past 


World Community Day 
Friday at St. Peter 


World Community Day, an 
annual observance sponsored 
by Church Women United, will 
be held Friday at St. Peter 
Evangelical United Church of 
Christ, beginning at 7 p.m. 

The’ theme of this year’s 
celebration will be ‘‘One 
Community Under God,”’ with 
emphasis on concrete world 
problems, including hunger and 


peace. 

‘According to Mrs. Ronald 
Pennell, coordinator of the 
Days of Celebration, Friday’s 
program, will be the last op- 
portunity to make offerings for 
the ‘‘Water for Women” 


project, which the group un- 
dertook in thé spring of this 
year. 

To date, Church Women 
United in the Quad-Cities 
through Church World Service 
has financed the installation of 
three wells in arid regions of 
Africa at a total cost of $750. 
Funding for the project has 
been achieved strictly through 
donations from individuals and 
church groups. 

The public is invited to attend 
the celebration, which will be 
followed by a coffee hour hosted 
by the women of the host 
church, 


Garden clubs fete officers 


Garden club presidents ‘and 
past directors of District V, 
Garden Club of Illinois, Inc. 
were honored at the annual 
President Council Day luncheon 
last week at Signal Hill 
Lutheran Church, Belleville. 
The welcoming address was 
given by Mrs. Harold Mahota, 
president of Winstanley Garden 
Club which was celebrating its 
40th anniversary and hosted the 
event. 

The response was given by 
Mrs. Finis English and Mrs. 
Herbert Holtgrewe gave the 
invocation. Mrs. Charles 
Seaman, St. Clair County Club, 
led the pledge of allegiance. 

Mrs. Arvid Nelson, Lebanon, 
director of District V, ad- 


topic was ‘New. Dimensions in 
Flower Arranging’? and she 
demonstrated designs. 

A nominating committee was 
elected to submit names for the 


Offices of director, vice-director 


and corresponding: secretary. 
Those named from Granite City 
were Mrs. A. A. Malottki, 
Gardenaires Club and Mrs. 
Fred Orr, Cloverview Club. 
Artistic arrangements ‘made 
by club members were 
displayed and a white ribbon 
was won by Mrs. Richard 
Branding, Cloverview, for an 


“Boss of the Year.’’ t 

Mrs. Vunovic, assisted by 
Joyce Savich, FSA committee 
member, and faculty advisors 
Judi Sparks and Pat Conrad, 
conducted the _ initiatid 
ceremony. | 

New members included Lori 
Adams, Pat Bates, Kim 
Barr, Alison Bell, Donna Burke, 
Bev Camren, Debbie Car- 
michael, Cindy Cripps, Becky 
Dudley, Pam Evans, Cindy 
Fuhrman, Robin Harnetiaux, 
Sheila Hintz, Judy Huniak, 
Barb Knipping. | 

Debbie McLaughlin, Wai 
Mertz, Mary Miller, Liga 
Mitchell, Karen Nevels, Teresa 
Niemeyer, Karen Norris, 
Glenda Oliver, Joy Pattie 
Rosa Peralez, Pam Simpson, 
Cindy White, Mary Winfield and 
Brenda Wood, ail from North , 
High School. 

Initiates from South ‘High 
School were Roxann Beyraj, 
.Lisa_ Camp, Marge Decker, 
Kathleen DeRuntz, Marian 
Garino, Brenda Gerkin, Elaine 
Goetting, Debbie Grady, Debbie 
Griffin, Lynna Hill, Leslie 
Houser, Janet Lampe, Lisa St. 
Cin and Karen. Wood. | 

Installation of the newly 
elected officers was conqucted 
by Mrs. Smith, assisted by Mri * - 
Salley Gracey, a past,presider;t _ 
of the host chapter. } 

The 1975-76 officers are: 
Nancy Bezan, president; 
Bonnie Ross, vice-president; 
Kathy ‘Jones, recording 
secretary; Rhonda Brawley, 
corresponding secretary a 
Becky Batson, treasurer. Boar 
members-at-large are Jeaj~ 
Greer and Cindy Large. © 

Miss Hazel Towery, FSA 
Business Teacher of the Yeay, 
spoke on the topic “‘A Teacher's 
View" to conclude the progrant. 


entry in the class “Autumn ' 


Leaves’ using all dried 
material. 

In the horticulture division, 
Mrs. Wilmer Winter received 


dressed the assembly of 70 four blue ribbons for house — wWew clinical test tet 

FROZEN FOOD women and introduced the plant entrigs-and Mrs. George — major university hospltal prove tat the 

BIRDSEYE 9-07. 59 ¢ presidents of the 14 federated Stearns, Garden Study Club, ODRINEX Pian will help you 
oo! Whip .. 


BAKERY DEPT. 


Clubs and the past directors who received one blue and one red 28s welgnt quickly. 


RED DELICIOUS 
INEX gontalns an amazin, 


“FRESH DAILY” S 3 Jp. 
APPLE wee gerne ene Bag *, held special places of honor in ribbon. Mrs. B. C. O'Neill, hunger tamer thet quppresses th 


DA! N ISI 1 CALIFORNIA GREEN BELT 32-02. SALUTO $ 5 9 the seating arrangements. Cloverview, earneda red ribbon appetite. Enjoy three sexe rea a 
¢ Peppers Party Pi Following the luncheon, for an entry of marigolds. as the tiny ODAJNEX tablet help; 

nih LIFORNIA. a y \Zza program chairman Mrs. Earl Other members from Granite Mth te fess aiitbeut being hungry. 

P FLAV-R-PAC. 10-02 © |] dukes introduced the guest City who attended the event 4 ‘Safe taken af dinteoed eC 

MD O2 GEAZED. Cucumbers Cauliflower 5 speaker, Mrs. Daniel Poor, St. were: Mrs. William Bradley make yournenour cee wil Roy 
4 : GREEN : { ‘1 Ul er. Louis, widely known lecturer and Mrs, John Jenkins, Look better fel etter as you start 

I »¢ IN J Y f JOHN'S 3 PAK i Cloverview; Mrs. Charles Kohl, slimming down today with ODRINEX, 
TS Cabbage ; = Pi $ 1 09 A Neacher of tkabana and Mrs. MabelLong and Mrs. C. E. Satisfaction guaranteed or money back. 
59° ‘ American designs, she has Eads, Gardenaires; and Mrs. 


Tomatoes ; 2 Tassie Traet. 5-02 G 9 taught courses at Shaw’s W. G. Cooley, Mrs. Martha St. 
U.S.NO.1 “I Waffles Gatien and isa nationaly ac. Ivany and Mrs. Fay Smolich, 


Russett Potatoes 5 its. . 1 .69 ‘SHOESTRING FROZEN credited amateur judge. Her Garden Study. 
1-LB. BAG. SLIM JIM 


¢ 
A1@y, a Ons 212-02. soins Classic $ 6 9 
I ecto Sausage Pizza 1 


12-02. SNOW CROP 5 9 ¢ 
Orange Juice 


14-02. EVERFRESH 
Donuts ../ 7 9 % 


BIC 
Butane Lighters 


GASEN §_ 
DRUG STORES 


Poor Boy Rolls 


Seize 


ONE LOAF 
Cream Bread 


Some Dolls Still Available 


| 


J DRESS-A-DOLL 


All dolls should be returned 
by November 14th 


KRAFT—1-LB. SLICED 


Swiss MAXWELL HOUSE 
Cheese Coffee 


1°1.39-| *2.99 


11-OZ. BETTY CROCKER | MRS. TUCKERS or 
Pie Crust TOM-BOY 3-LB. 
Mix Shortening 


2/79°| $1.4 


Limit 1 Coupon Par Family, 


6¥/2-02. Starkist Chunk Light 


Limit 1 Coupon Par Family. 
Good thru Nev. 6.1975. 


"or Fomih 
= Good thru Nov. 6, 1975. > Good thrs Nev. 6, 


Limit 1 Coupon Per Family. 
‘Good thru Nev. 6, 1975, 


pice pes etd oP: york eed 
BREAD. BANQUET 
DOUGH POT PIES 


TWIN PAK? ONE i. 8.07, PKG. i 


HALVES OR SLICED {choice oF coLors For TRASH CANS. HUNGRY JACK PURE VEGETABLE 
_ _.LIBBY’S DIAL - HEFTY | INSTANT CRISCO 
PEACHES * SOAP LINERS ~! POTATOES ‘OIL 


‘29 O8.CAN BATH BARS 1OINPKG. 15.75 O2. PKG. 4802. BOTILE 


39¢ | 4/51 | 99% | 69% 


Limit 1 Coupon Per Fomily. Limit 1 Coupon Per Family. 
Good thru Nov. 6, 1975. ‘Good tht Nov. 6, 1975. 


GRANITE CITY TRUST 
AND SAVINGS BANK’ 
1909 Edison Avenue 
876-1212 


$1.59; 59% | 5/1 


{Uesit 1 Coupon Per Family. Limit F Coupon Per Family. + Limit Hoxipon Fer Family. Litt 1 Coupon Pet Family. 
‘Good theu Nov. 6. 1975 ‘Good thru Nev 4, 1975. Gesdeunenon 6,973" ‘Good thru Nev. 6, 1975. 


et 4 » y _* 





Kathryn Bridges and ° 
Edwin Holbrook wed 


. The Rey. Al Slayter officiated 
at.a double ring ceremony at 7 
p.tn. Sept. 13 at Calvary Baptist 
Church, uniting in‘ marriage 

» Miss Kathryn Bridges and 
Edwin Holbrook. 

David Tripp presided at the 
piano and sang “We've Only 
Just Begun” and the ‘Wedding 
March.” 

The bride is a daughter of 
Mrs. James. Denson, Rural 
Route One, Granite City and 
Omer Bridges of Hartford, Il: 
Parents of the groom are Mr. 
and Mrs, William Hyde of St. 
Louis. 

For her wedding, the former 
_Miss Bridges selected a full- 
length white satin. dress 
designed with a high neckline 
and long tapered sleeves, edged 
with lace and seed/pearis. The 
A-line skirt was accented with 
lace medallions. 

She wore a lace Juliet cap to 
secure a long lace-trimmed veil 
and held a bouquet of white 
carnations and roses. 

Honor attendant Barbara 
Cash and the bridesmaids, 
Connie McKenzie and Kay 
Bridges, a sister of the bride, 


wore identical empire-style 
dresses in red silk, com- 
plemented with matching 


- Jackets. 


* Each held a bouquet of white 

carnations, tinted red,,and red 
roses. 

The flower girl, Elaine 
Denson, a stepsister of the 
bride, was dressed ‘in a mat- 
ching frock and carried a 
miniature: bouquet. 

Glen Shea served as the best 
«man. Tom Bridges, the bride's 
brother, and Mike Wiley were 
groomsmen. Serving as usher 
was Neil E. Dettwiler, an uncle 
of the bride. ‘ 

A reception was held after the 
service at the home of the bride, 
2828 Marshall Ave. 

The former Miss Bridges 
graduated from Granite. City 
High School and was employed 
at Bussman Fuse Mfg. Co., St. 
Louis. 

Her husband was graduated 
from Jennings High School, St. 
Louis, and also worked for the 
St. Louis firm. He is now ser- 
ving with the U. S. Army. 

The newlyweds are residing 
near Fort Hod, Tex, 
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MARRIED. Mr. and Mrs. Edwin Holbrook, who 
were united in marriage at Calvary Baptist Church. 
Formerly Miss Kathryn Bridges, the bride is a daughter 
of Mrs. James Denson of Granite-City and Omer Bridges 
of Hartford, Ill. 


Double 
Top Value 
Stamps 
Tomorrow! 
On All 


Purchases 
Over $10.00 


York 
SLICED 
BACON 

Full 


a. 19° 


WITH COUPON 


_ Swanee 


HOURS: | 
MONDAY THRU SATURDAY 
8:30 A.M. 'TIL 8:30°P.M. 


“THE 1-STOP SUPERMARKET” - 


12th and Madison 


U.S. Grade “A” 
‘LARGE 
EGGS 


ue Oe 


WITH COUPON — NO LIMIT 


Madison, lil.- 


Pre Creamed 
VELVET. 
Shortening 
42-07. 


= 19° 


WITH COUPON 


Solo 


Lynden Farms 3 
FRENCH * ab. 
FRIES ... 


Edwards-Cruse nuptials dtl 


CAKE 
FILLINGS 


‘BACON ENDS 5: i 
& PIECES 


‘at Sacred Heart Church _ 


Sacred Heart Catholic Church 
was the scene of the wedding of 
Miss Pamela Cruse, a daughter 
of Mr. and Mrs. Stanley Cruse, 
2853 Washington Ave., and Gary 
Edwards, son of Mr. and Mrs. 
Robert Edwards of East Alton. 

Palms, orange-tinted mums 
and burning tapers in branched 
éandelabra decorated the 


sanctuary for the double ring - 


ceremony performed Sept. 26 
by Father Jim Hanson, a cousin 
of the bride, and Father James 
Neuman at 6:30 p.m. 

Guitar music was provided by 
Jeannie Pieper, Carol Sever- 
john and Larry Heagy. 

Given in marriage by her 
father, the bride wore a long A- 
line style gown of white organza 
over taffeta anda lace-bordered 
mantilla veil. 

Chantilly lace accented the 
empire bodice, scoop neckline 
and long bishop sleeves and 
encircled the hem. 

She carried a cascade of 
white gardenias and roses with 
baby’s breath. 

Maid of honor Miss Robyn 
Cruse, -a sister of the bride, 
chose ah apricot colored: halter 
dress with a matching long 
sleeve jacket. 

Bridesmaids Diane Koishor, 
Nancy Buesking and Mary Jean 
Epperson were attired in 
orange colored gowns identical 
in design to the honor at- 
tendant’s' dress. 

‘They held bouquets of apricot 
carnations, pom pons’and dried 
star flowers. 

The flower girls, Stephanie 
Jean and Tracy Lynn Cruse, 
nieces of the bride, wore similar 
style frocks in an apricot shade 
and carried miniature bridal 

bouquets. 

Attending the groom as best 
man was Jack Stallings. Mark 
Holshouser, John Wieser and 


John Edwards, the groom’s 
brother, served as groomsmen. 
Seating the guests were 
Herman and David Cruse, 
brothers of the bride, who also 
served astcandlelighters. 

‘A reception was held at the 
Croatian - Hall, Madison, 
following the service. 

A graduate of St. 
Academy, the bride also 
graduated from St. Louis 
College of Business as a 
medical-dental assistant. She is 
presently employed at the 
Colonial Haven Nursing Home. 

The groom graduated from 
Granite City High School and 
recently completed four years 
of service with the U.S. Air 
Force, including a tour of duty 
in the Philippines. 

They are now residing in 
Granite City after a wedding 
trip to Denver, Colo. 

For her daughter’s wedding, 
Mrs. Cruse wore a long green 
dress. The groom's mother, 
Mrs, Edwards, selected a full- 


Teresa 


length rose colored. gown. Both | 


wore orchid corsages. 

Out-of-town guests included 
Mr. and Mrs. George Schiber, 
an uncle and aunt of the bride 
from Lake Isabella, Calif.; 
Sister Francis Gabriel, the 
bride’s aunt from Paris, Tex.; 
and Mr. and Mrs. Robert C. 
Edwards, Pearl, Ill., and Mr. 
and Mrs, ‘L. A. Walz, San 
Bernadino, Calif., all grand- 
parents of the groom. 


IF ITS REAL ESTATE 
ITS MR. COCHRANE 
CALL 876-1768 


INSURANCE 


CALL 
COCHRANE-WOLF Agency 


876-1767 — 877-2345 


Pack 96 Halloween awards party 


Cub Pack 96 held a Halloween 
party at Maryville School last 
week, with all parents and Cub 
Scouts arriving in costumes. 

Ribbons were awarded to 


those with best costume, in-. 


(cluding first place to Todd 
“Huffstutler as a robot; second 
place, John Shane, 
third place, Keith Johnson 
dressed as a mummy. 

‘The meeting was opened by 
Den 1 leading the pledge and 
singing ‘‘America.’”” Den 2 
performed a pantomine of. the 
‘monster mash’ and Den 5 
captured a prize for having the 
largest number of parents at- 
tending. 

Awards for the month were 
Bobcat badge to Todd Huff- 
stutler, Chris DeRuntz, Jeff 
Langston, Tim Macek, Michael 
Held, Darren Bernaix, Charles 


lion, and . 


Ehlers, Andy Wicker and Tom 


Keelin. 

Wolf badges to Jimmy Stuart 
and Mark Meszaros; Bear 
badge, Mike Lampston; gold 
and silver. arrows, Mike 
Lampston, Mark Meszaros, 
Keith Johnson and Tony Beyer. 


Webelo colors to Darren 
Ward; athlete badges, Brian 
Pope and Steve Hall; sport- 
sman, Brian Pope, Steve Hall 
and Robert Randell; traveler, 
Robert Randell; one-year pins, 
‘Tony Beyer, Mike Asher, David 
Hefner, Jeff Grimm, Jimmy 
Stuart and Mark Meszaros; and 
a camporee patich, Curtis 


Den 3 was in charge of the 
closing ceremony and 
refreshments of Halloween 
cakes, punch and coffee were 


Freshly Sliced 


BEEF 
LIVER 


Swift's Premium 


FRIED 
CHICKEN 


an 9 49 


Pioneer 


BISCUIT 
MIX... 


JACKPOT 


*300 


Mrs. E. R. Rich 


3310 Wabash 
Granite City 


CARD NOT PUNCHED 


Kraft Whipped 
Miracle Margarine ~ 


Wilhelm, Eric. Wofford, Greg provided by Den 4. 


HEARING AID 
WEARERS 


Better service for 
your hearing aid means 
better hearing for you 


Be sure to visit 


our next _ C.J. BEEMAN 
Beltone Service Center Consultant 
SKOTTY'S TEWELRY & CARD SHOP. 
1304 Niedringhaus — Granite City 
Phone: 876-6414 


Every Wednesday 


° HEARING SERVICE . 
914 olive $s St. — St. Louis; Mo. 63010 


10:00 - 12:00 
3:30-5:75 PM. 


From Our Collection of Historic Early U. S. Flags 


GRAND UNION FLAG 


By superimposing six white stripes 


on the British 


red ensign, the 


colonists created the first national 

—~- flag of the United States, properly 

: called the Continental Colors used 
from 1775 to 1777. 


GRAND UNION FLAG 


Will Be Flying During 
The Month Of 
November 


at... 


AS) Nedtional Bank in Madison 


pF 
member f.d.i.c. 


600 Madisoi 


Avenue (818) 452-3125 


MADISON, ILLINOIS 62060 


the Bank Where Things are Happening! 


Turkey Thighs 


u09" 


Skinned 
Jack Salmon 


» 69° 


6 ire. SDS 


Land 'O Lakes 
Longhorn Cheese 


10-0z. 89° 


Horn 
Donald Duck 
Orange Juice 


|S co: $y 00 


Cans 


PRODUCE 
ILLINOIS GROWN APPLES 


Red Delicious, Gold. Delicious, Jonathan 
Bushel — *3.99 


, Crisp Tender 
CARROTS... i. 


Lge. Fresh 


‘BROCCOLI och. 


12° 
‘39° 


Lge. Homegrown 
CABBAGE . 


Baking 


SWEETS.... b. 12° 


2 ws. 49° 


ein FANGERINES .... 30 10*1™ 


. Fresh Pressed — Unpasteurized 


APPLE CIDER... .-ceccccccece gal 


$479 


TRY ITI THERE IS A DIFFERENCE! 


Liquor Department 


YOSEMITE 


TABLE WINES 


Half 
Gallon’ 


PINK or WHITE CHABLIS 
SANGRIA, BURGUNDY ~ 


Gordon’s Gilbeys 


Vodka 


Gin 


$369 $399 S439 


THE SCHERMER BULLETIN 


Here we are in November, only 52 days before Christmas! 
It certainly is time to talk Turkey: of course we have been advertising Turkeys right along 


because they are by far the best meat buy in the storé. 


‘Turkey thighs are an exceptional buy; very little bone in a thigh, ai 59e per ib. yousan make 


‘a very tasty meal for just a few dimes per serving. 


John Gallauer, our General Manager and resident liquor expert, tells us that he made a buy 
on wine. Half Gallons to sell for $1.79. Four varieties; Pink or White Chablis, Sangria (we learned 
about Sangria in the Canary Islands) and Burgundy. Try it; you'll like it, 

We made a big hit with 79¢ per Ib. bacon last week so, one more time: and Ray Rushing, oné 


of our key 


‘specifically with Dairy and Frozen Food merchandising, has come up. 


charged. 
with a 59c per dozen large Grade A egg to go with it. In fact if you will check todays ad, youl 


find a complete breakfast ‘On sale. 


Armour's 


VIENNA 
SAUSAGE . 3 


ea 00, 


Chunk Style 


Chicken of The Sea 


(g 


TUNA 
61/2-02. 


ex 59° 


WITH COUPON 


Ever Fresh 


Doughnuts 


vor. IOS 


Seven Seas 
Family Style allan 


Dressing 
2 i. 89¢ 
Paramount 


Chili With Beans 
40-0z. $ 1 39 


"SAVE 34° 


CARNATION 
- SLENDER 


‘ons a0 
10-02. 3] 00 
Cans. 


Limit 4 Cans Per Customer. 
_ Expires Wed., Now. 5.1975. 


SAVE 60° 


Velvet Pre-Creamed 


SHORTENING 
oe 79° 


Limit 1 con a oadiiensl 8896 purchase excl 
Ing Nquor. beer, ‘ond other coupon Hems 
$15.00 purchase required to use Shortening, Tuna 

| Bocon coupons. 

Expires Wed., Nov. $, 1975 


SAVE 67° 


Chicken of Sea 


TUNA. 
CHUNK STYLE 


Cans 
Limin2 cons with odditione! $5.00 purchase excluding 
liaver, bepr. tobacco ond other coupon Heme. $15.00 


purchote required to ute Shortening, Tuna, Bacon, 
coupons. i 
Now. 5.1975 
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Guest comment -— State, local governments need to keep 
in mind that Illinois population rise, industrial job 
departures are leading to serious economic problems 


Illinois Manufacturers” 
Association—This state ranks a poor 35th 
among the continental U. S. states in at- 
tractiveness of its business environment. 
That finding was included in an analysis 
and rating of the states by the Fantus Com- 
pany, a leading national consultant to 
business specializing in plant and office 
relocation. The 221-page study was 
prepared at the request of the IMA. 

Maurice Fulton, president of Fantus, 


said the rating provides corporate clients ~ 


with a “feel” for the business environment 
in states in which they might consider 
capital investments. The rating system in- 
cluded factors such as taxes, labor laws, 
unemployment compensation and 
_worker’s compensation costs, size and cost 
of government, welfare costs and trends, 
state indebtedness, and similar state and 
local government-related conditions. 

Recent large increases in unemployment 

and worker's compensation costs to 
Illinois‘employers are not reflected in the 
Fantus survey. Nor does the study include 
the relative severity of state pollution con- 
trol standards and programs. [Illinois 
manufacturers have complained bitterly 
about the recent stiff increases in unem- 
ployment and worker's compensation 
costs as well as the state’s environment 
program. 

The top ten states for attractive business 
‘ climate in the Fantus report were, in or- 

der: ‘Texas, Alabama, Virginia, South 
Dakota, South Carolina, North Carolina, 
Florida, Arkansas, Indiana and Utah. All 
but Indiana have “right to work” laws 
which forbid compulsary union mem- 
bership in order to be employed. The wor- 
st ten states in terms of business climate 
were: New York, at the bottom, and 
California, Massachusetts, Michigan, 
Delaware, Connecticut, Pennsylvania, 
~ Minnesota, Oregon and Washington. 

Orville Bergren, IMA president, said: 

» “Ilinois’ low rating in the Fantus study ser- 
ves to explain and corroborate facts 
revealed recently by the U. S. Department 
> of Commerce regarding industrial job 
~ losses in this state. 
: “Between the two most recent com- 
: prehensive job censuses conducted by the 
2 Commerce Department, in 1967 and 1972, 
> Hlinois lost more than 91,000 manufac- 
turing jobs, or 6.5 per cent of its industrial 
2 jobs. This state ranked 46th among the 
2 states in total industrial jobs lost and 40th 
> in terms of percentage of jobs lost, among 
> the worst showings of any state. 
> “There was a net loss in Illinois of 195 
> companies or plants employing 20 or more 
> people during that period. We had the 
= lowest business climate ranking, the 
> greatest loss Of manufacturing jobs, and 
= the greatest percentage of loss of such jobs 
l-among any of the states bordering this 
> state.” 

In a survey of its members by the Illinois 
= Manufacturers’ Association to determine 
= the cause of the flight of jobs from this 
} state, four factors stood out in the con- 
 sensus opinion of participating firms: 

1. Illinois is a high-cost state for most 
y manufacturers, with comparatively high 
> wage rates and with productivity hindered 
* by union work rules. 
=. 2, Total Illinois state and local taxes, in- 
*y cluding real and personal property, as well 
: as corporate income. and sales taxes, are 
> considered high. The Chicago $3 per mon- 

th per employe head tax is particularly 
‘irksome for Chicago employers. 
3. Illinois government is™increasingly 


‘Judges name 
‘court clerk 


Circuit Judges of the Third 
‘Judicial Circuit appointed Mrs. 
-Margie Brown as clerk of the 

“Circuit Court, pro tempore for 
‘Bond County: The appointment 
was: necessitated by the 
resignation of the present clerk, 
:Charles Kent Merry, effective 
‘Nov. 30. 
>. Mrs. Bre has been em- 
“ployed as a the deputy in the 

-selerk’s office for the past ten 
syears. She lives in Greenville, is 
‘married and has two children. 

Merry was first elected as 
‘elerk in 1964 and re-elected 
‘again in 1968 and 1972. Merry 
+will work for the firm of Frank 
{Thornber.- and Co. as a 
‘salesman, Ss 


De 


considered by| employers as being pro- 
union and anti-business. This impression 
was fortified by the recent enactment in 
Springfield of the extremely costly unem- 
ployment and worker's compensation in- 
creases, and particularly in giving unem- 
ployment compensation to workers who 
voluntarily refuse to cross picket lines of 
strikers. 

4. Many of the actions by state 
regulatory authorities, particularly . in 
pollution control, are considered excessive 
in requirements and costs and exhibiting 
an anti-industry bias. 

The first ten states in the Fantus 
rankings, most of them Southern states, 
averaged an increase in manufacturing 
jobs of 13 per cent in the five-year period. 
They won 384,000 more manufacturing 
jobs. 

The worst ten averaged a decrease of 6.7 
per cent. Since many of those states are 
large and established industrial states, the 
6.7 per. cent figure represents 665,000 
manufacturing jobs lost. Nationally, a total 
of 282,000 jobs were lost in manufacturing, 
a 1.5 per cent reduction. 

Among the findings in the Fantus report 
were the following: 

A. State and local taxes per capita in 
Illinois are $613.03 annually, placing 
Illinois 38th among the states. This means 
that these taxes in Illinois are higher than 
those of 37 other states. Illinois state spen- 
ding has increased from $5 billion in 1971 
to over $10 billion planned for 1976. 

B. The ‘per capita costs for public 
welfare recipients in Illinois are $136.46, 
making Mlinois the fifth highest spender 
among the states for welfare on a per 
capita basis. .! 

C. Illinois ranks high in percentage of its 
manufacturing workers that are unionized 
with 35.6 per cent. This is higher than 43 
other states. The report réasoned that the 
lower the proportion, the greater freedom 
in management and more favorable at- 
mosphere for investment of new capital. 
The ten best states for business climate 
averaged 16.1 per cent unionized. 

D. In percentage of time lost due to 
work stoppages, Mlinois ranked 38th, 
meaning that the state suffered more time 
lost because of strikes and other work 
stoppages, as a percentage of all hours 
worked, than did 37 other states. 

There is increasing competition among 
the states for industrial jobs. Each 100 
manufacturing jobs support 68 )non- 
industrial jobs and are the backbone of a 
state’s economy. 

Many states are aggressively and ef- 
fectively soliciting Dlinois firms with en- 
ticements of low taxes, financial and 
training assistance and lower wages. Even 
Wisconsin and Michigan, which finished 
34th and 45th, respectively, in the Fantus 
rating, have slashed taxes on business 
recently—Wisconsin by $140 million and 
Michigan by $97.5 million. 


As a Michigan full-page ad said in a 
business magazine, “We lowered business 
taxes by $97.5 million because we need the 

money.” IMA President Orville Bergrén 

* has warned: “The Fantus study confirms 
that Illinois has.a’ real and growing 
problem. Losing industrial jobs while 
increasing population spells unemploy- 
ment. 

“State and local government authorities 
must be constantly mindful of the impact 
of their actions on the business climate of 
this state.” 


/ Legislators insulated from inflation, 


rewarded for fiscal irresponsibility 


To the Editor: 

(os ocean ronan 
July 30, a bill was passed by 
U.S. Congress to provide ea 
cost-of-living increases in 
salary to all 535 members of 

in “addition to the 

many other federal executives 
who were then making $36,000- 
$60,000 per year and higher. 

This ision was added on 
as an amendment to the Postal 
Safety Act which would place 
the Postal Service under 
provisions of the Occupational 
Safety and Health Act. 

Public hearings were not held 
by either the House or the 
Senate on those sections dealing 
with their pay increase. House 
rules were suspended so that 
the bill passed both 
houses within 24 hours. 

‘The bill removes all incentive 
for congressmen and senators 
to curb inflation since, as in- 
flation rises, so do their 
salaries. « 


In effect, congressmen have 

+ devised a mechanism to reward 

themselves for _ fiscal 
irresponsibility. 

Missouri Cong. Jerry Litton 

has introduced a bill, H.R. 9470, 

to repeal those sections of the 


“Postal Safety Act” which deal. 
‘with the pay raise and annual 
cost-ofliving increases for. 


Post Office and Civil Service 
oe for consideration. 
readers believe as I do that 
parte visibility and public 
accountability are vital to a 
democratic: form. of govern- 
ment, then it is urgent that they 
write or phone House Speaker 
Carl Albert (D-Okla.) and 
Committee Chairman David N. 
Henderson (D-N.C.) and insist 
that H.R, 9470 receive im- 
mediate consideration by the 
committee and by the House of 
Representatives. 

\ Otherwise, the bill may never 
see the light of day. Illinois and 
Missouri congressmen on the 
Post Office and Civil Service 
Committee are William Clay 
(D-Mo.), Paul Simon (D-Ill), 
Edward J. Derwinski (R-Ill.) 
and Gene Taylor (R-Mo.). 

‘The -Democratic-Republican 
ratio on the committee is 19-9. 

All U.S. congressmen may be 
contacted by writing to: The 
Honorable (name), U.S. House 
of Representatives, 
Washington, D.C. 20515, or 
calling (202) 224-3121 and asking 


Foreclosure rates 
in state defended 


Home foreclosure rates in 
Illinois are not the highest in the 
nation, and an attempt by some 
Chiéago-based consumer 
groups to indicate this is a 
“reckless disregard of the 
truth,” A. H. Froemling, 
president of Madison County 
Federal Savings and Loan 
Association, told the Press- 
Record Friday. 

Instead, Froemling said, 
Mlinois ranks 27th in the nation 
in foreclosures, and 
foreclosures on all types of 
loans are at the lowest point in 
two years in the state. 

“These consumer groups 
have misused 30-day 
delinquency figures and have 
called them fast foreclosures. 
In addition, their data is based 
on only a quarter of all mor- 
tgage loans made, and does not 
inchide the vast majority of 
housing financed by savings 
and loan associations in 
Illinois,” Froemling said. 

“Foreclosure is in the interest 
of neither the borrower nor the 
lender, and savings and loans 
are anxious to apply for- 
bearance procedures that will 
enable a homeowner to prevent 
default and foreclosure,” he 
said. 

The view 
legislated 


that specially 
forbearance 


procedures are needed will only - 


increase the cost of making 
mortgages, Froemling said. 

“The truth is that Illinois has 
had only eight foreclosures in 
every 10,000 loans, while the 
national rate is 10 for every 
10,000 loans held. Some groups, 
with a reckless disregard of the 
truth, have implied that the 
Illinois rate was as high as 200 
per cent above the national 
average. This simply isn’t true. 

“The low foreclosure rate in 
relation to the current high 

“unemployment rate in the state 

is proof that savings and loan; 
forbearance- procedures are 
effective and no legislative 
remedy is required. 

“Where abuses in the home 
Joan field have occurred in FHA 
loans, federal regulations have 
been instituted to clear them 
up,” Froemling said. 

“But to urge upon the public 
and the legislature mandated 
forbearance procedures, which 
most lenders are already 
practicing, is to impose an 
additional servicing cost on the 


SCHOOL BURGLARY 

A $387 ditto machine was 
stolen from Webster School, 
25th and Kate streets, it was 
reported Thursday. Entry was 
believed gained by climbing up 
the fire escape and breaking the 
east window to the kindergarten 
room. 


EXPERT APPRAISING 
MORRISS REALTY CO. 
876-4400 


CLEAN CRAFT CLEANERS 


x ONEHOUR CLEANING x 


THIS WEEK'S SPECIAL 


HOUSEHOLD ITEMS 


20% OFF 


MOTH AND MILDEW PROOFING PLUS DEODORIZING 
2601 MADISON AVE. 


PHONE 876-7722 


mortgage holder. How is the 
consumer benefited from this? 

“Forbearance procedure in 
the few times when a 
delinquency | approaches 
foreclosure is most effective 
when fitted to the individual 
homeowner. Trying to design a 


for the. legislator’s office. 
“*publie opinion telegram’ of 75 
eg can be sent for less than 

If you almost have @ heart 
attack every time you go 
through the checkout counter of 
a store or at the gas station, 
then you owe it to: yourself to 
insist that your employes, the 
congressmen and senators, act 
in your best interest by passing 
LR. 9470! 

You will probably hear, 
“Congress only pas: a5 per 
xent raise when it could have 
passed an 8.66 per cent raise.” 
Remember, you heard similar 
rhetoric regarding bread and a 
galldn of gasoline: ‘‘Gas will go 
to one dollar a gallon.” Then, 
the 60-65 cents per gallon you 
pay doesn’t seem so.much even 
though it’s almost double what 
you used to pay. 

Congressmen and senators 
must not be insulated from 
inflation,er you soon may be 
paying $1 for & pack of gum. 


Congress must pass H.R. 9470 
to renew the public’s con- 
fidence, which is so low now 
that it may never recover. 

MARVIN L. FRANCE 
Rural Route One, Troy 


Blood drive at 
SIUE this week. 


The semi-annual Red Cross 
Blood Drive at SIUE will be 
held Tuesday and Wednesday in 
the Meridian ballroom on the 
Edwardsville campus. 

Hours will be from 9:30 a.m. 
to 2:45 p.m. The blood drive is 
sponsored by members of the 
Alpha Phi Omega fraternity in 
cooperation with the American 
Red Cross. 


law for the entire state could ; 
have the opposite effect and < 


actually cause.an increase in 
mortgage lending rates and 
foreclosure rates. 

“Recent stories on abuses in 
home mortgage foreclosures 
have centered on FHA loans, 
which account for less than 10 
per cent of all home loans made. 

“The borrower least 
responsible for foreclosure 
problems — the conventional 
home owner — would be the one 
penalized with higher costs,” 
Froemling predicted. 


{TRUCK BURGLARY 

Frank Baker of Glen Carbon 
reported to police that he 
parked his pickup truck in the 
Waggoner. parking lot at the 
Maeras Industrial Park, 
Madison at7 a.m. Thursday and 


returned at 4 p.m. to find the ~ 


vent window forced and the 
truck burglarized. Reported 
taken were tools valued at $50, a 
citizen band radio worth $135, 
and a .32 caliber pistol worth 
$158. -~ 


Jim McPike enters 
legislative race | 


Jim McPike, | 32, of Alton, 
announced last week that he 
will seek election to @ seat in the 
Dlinois General Assembly. 

McPike, currently employed 
by the 3M Company as a 8a) 
engineer, wil! seek 
Democratic nomination for 
representative in the 56th 
Legislative District. The 
ccke includes the Quad-City 


oryfe said that he was prompted 
into ‘seeking  publie 
because of his interest in the 
American system of govern- 
ment. McPike said, ‘the lack of 
trust in public officials, whiclt 
culminated with the 
resignation of former 
President Richard Nixon,” 
brought him into the political 
arena, 

“You cannot restore this lost 
faith by concentrafing strictly 
on the ‘Presidency,’ McPike 
said in his announcement. “You 
build trust by electing honest, 
dedicated ‘people into every 
level of government.”” 

In announcing his candidacy 
McPike said he had—a deep 
concern for being a legislator 
that represented all of the 56th 
District, including areas which 
are sometimes overlooked’ or 
forgotten. ~ 

“The candidate selected for 
the legislative seat vacated ‘by 
Horace Calvo (of Granite City) 
was chosen on the basis of 
personal friendships and not on 
qualifications," NMicPike said, 
“Candidates from various parts 
of the district like Madison- 
Venice, Canteen, Nameoki and 
Alton-Godfrey, ‘were not given 
serious consideration.”’ 

The candidate said in- his 
announcement, “The people in 
the 56th Legislative District 
deserve a legislator that is first, 
highly qualified, and second is 
sensitive to their wants and 
responsive to their needs.”’ 

The candidate is the son of 
John H. McPike of Alton who is 
secretary-treasurer of the 
Carpenter’s Union Local 1808. 

McPike is married and has 
three school-aged children 
attending classes in the Alton 
public school system. 

The 32-year-old candidate 
holds three university degrees. 
In 1965 he graduated with a 


office = 


JIM McPIKE 
Legislative candidate 


bachelor’s degree ins 
engineering from the United 

States Naval Academy, 

Annapolis, Md.; and in 1970, 
added another bachelor’s 

degree, in general business, 

from the University | of 

Jacksonville, Jacksonville, Fla. 

McPike also earned a master’s 

degree in economics from 

Southern Illinois University at 

Edwardsville... 

McPike served as an officer 
and jet pilot in the Navy. from 
1965 to 1970, Since 1970 ‘he has 
been employed by the 3M 
Company. 


READY-MIX CONCRETE 
CALLLYBARGER 
107 oF 452-6180 


COURSES IN: 
PARENT EFFECTIVENESS 
TRAINING 

p.m. for 8 weel 
P.E.T. book and materiols 
Transactional Analysis 
Beginning Nov. 6—7:30 p.m. 
$30 for 6 Weeks 


Meeting at U.S. Army In- 

stallation Chapel, Granite 

City 

Dr. L. Jim Anthis instructor 
or Military Ed, Off. 

452-7519 314-263-5359 





HUMBODY SA 


IT'S TIME 
TO START YOUR 


1976 Curistmas CLus_ 


-AND RECEIVE A 
5-PIECE JUICE 


AND BEVERAGE SET! 


CHRISTMAS CLUB PROGRAM 


1/00. 


$25.00 
$50.00 
. » $100.00 
. $150.00 
$250.00 

. $500.00 


PLUS INTEREST 


SWINGS 


d TWO LOCATIONS" 

1825 DELMAR AVE. 

1529 JOHNSON RD. 
DIAL 876-0262 


FOR EITHER OFFICE 





Travel in European cities described 


Travelers Abroad. met last 
week at Prather: Junior High 
.with President’ Roy Lynn 
“presiding. ' 

Edmund Firner introduced 
the speaker of the evening, 
Eugene Smallman, history 
instructor at Granite City High 

1 South, who showed views 
‘of six European cities which he 
recently visited—London, 
Paris, Rome, Florence, Madrid, 
Toledo—interspersing them 
with excellent historical 
comment. 

In London, Smallman said, 
the American tourist is greatly 


Surprised by the ease of tran- ~ 


sportation. Almost a century 
ago the great English 
‘statesman Gladstone said, “‘The 
best way for a visitor to view 
London is from a top seat on a 
double-decker bus.’’ 

Gladstone was speaking of 
horsedrawn buses, Smallman 
said, but bis statement. still 
yholds true in this motorized age. 
British bus riders are in- 
variably courteous to one 
another, as are the drivers and 
conductors. The shoving, 


yelling, quarreling which afflict . 
New York are unknown in, 


London. Likewise the gen- 
tlemanly bearing of the London 
taxidriver is quite amazing to 
the Americans. 

When the tourist must 
sacrifice sightseeing for swift 
mobility across the vast city, he 
finds the “tube,” or subway, a 
marve] of speed, convenience 

Smallman 


British ‘“‘bobbies’’ are: still 
unarmed,.there is no mugging. 
Moreover, London seems to 
have solved the pollution 
problem: the air is clean. 

“The only touch of un- 
friendliness,’? Smallman 
commented, occurred “when I 
boldly sauntered into the Bank 
of England, sometimes called 
the ‘ald lady of Threadneedle 
Street,’ with two cameras slung 
on my shoulders. A tall, dour- 
faced man in uniform con- 
fronted me at once and asked, 
‘Where is your appointment?’ ” 

The subways in Paris are 
fully as efficient as London’s, 
but in addition they” are 
decorated with statuary and oil 
paintings, Smallman said. He 
showed several pictures of the 
Eiffel. Tower, which continues 
tobe a tourist attraction despite 
the long clamor for its removal. 
Built for the world’s fair of 1889, 
the tower might well have been 
dismantled by this time, but the 
inyention of radio some 30 years 
later made it so ideal for a 
broadcasting station. that the 
demand for its demolition had 
ceased. 

Rome, unlike Paris and 
London, has no good subway 
system. Italian taxi drivers and 
Italians in general are’the worst 
drivers in the world; they seem 
to have homicide in their eyes 
every moment they are behind 
the wheel, Small said. 

Nevertheless Rome, the 
eternal city, with its 400 foun- 
tains, St. Peter's church with its 
10,000 square feet of paintings 
by Michaelangelo, the 


Colosseum, and the many other 

reminders of her ancient glory, 

will continue, to draw tourists 

from all parts of the world, he 
added. 


‘The most unusual pictures 
shown by Smallman were 
several shots from inside 


views of the opera 
which he witnessed in the old 
baths of Caracalla. 

In discussing the royal palace 
in Madrid, Smallman pointed 
out that as Britain has been a 
monarchy for centuries, in- 
terrupted only by the brief rule 
of Oliver. Cromwell, 1649-1660, 
her royal palaces have always 
been well kept, whereas the 
palace at Versailles suffered 
great deterioration during and 
after the reign of terror in 1793, 
so that the present-day fur- 
nishings are practically all 
replacements. 

The palace in Madrid has had 
a different history. It was a 
royal residence for centuries 
until Alphonso XIII fled in 1931. 

Now that Franco’s dictatorship 
is drawing to a close, the 
restoration of the monarchy 
seems likely, in which case the 
palace will again become a 
royal residence and will be 
closed to tourists, Smallman 
commented. 


GRILLED LIVER DINNER 
EVERY DAY ATGRANT’S 
—$1.55— 


KOZYAK’S 


2600 NAMEOK! ROAD 


OPEN 8 til 8 - SAT. 


8 til 5:30 


CAMPBELL'S 


TOMATO SOUP 


oer raed 


Tomato 
~*SOUP# 
CHOICE BEEF 


SOUP 


2 


CANS 


WINNER. 


29 


2 LIMIT - MORE, Each 21° 


- FREE HINDQUARTER 


Anita Harley, No. 44 Steelcrest, G.C. 


Winning Number — 715215 


‘Ib. 


x 49: 


SHORT 


RIBS ....... ». 


¥ Prairie Farms - All Flavors 


SYosurt 4° 


R. B. RICE’ ‘s 


CHILI ROLL 


1-Ib. 


FOR SOUP or STEW 
ROUND BONE 


BEEF 8‘ 


Shanks». 


KRAFT SINGLES SLICED 


AMERICAN 


12-02, 


AMERICAN 
PASTIVAZED PROCESS 
‘CHEESE FOOD 


CHEESE 


FAMILY PACK 


sn Be 


Pkg. 
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MRS. MARK DIAK, who was married at: Christ 


Episcopal Church, Springfield, Ill. 


She is the former 


Sarah Romaine Shaffer, a daughter of Mrs. Mary Pranke 


of Springfield, Ill., 
L. Shaffer. 


and the late Venerable Rev. Frank 


Diak-Shaffer etdinn 
at Springfield church 


Wedding vows were repeated 
by Miss Sarah Romaine Shaffer 
and Mark Diak in an early 
evening ceremony on Oct. 18 at 
Christ Episcopal Church in 
Springfield, I. 

The bride is a daughter of 
Mrs. Mary’ Pranke_ of 
Springfield and the late 
Venerable Rev. Frank L. 
Shaffer. Parents of the groom 
are Mr, and Mrs. Joseph J. Diak 
of Washington Park. Mr. Diak is 
formerly from Granite City. 

Officiating at the double ring 
service were the Rev. Gary 
Greenfield of Belleville and the 
Rev. Hobart Heistand of 
Springfield. The altar was 
decorated with ‘bouquets of 
white fuji mums. 

Escorted by her grandfather, 
S. D. Shearman of Bryan, Ohio, 
the bride chose a long white 
gown of chiffon over satin. 

Lace motifs accented the high 
neckline, traced the sheer yoke 
and trimmed the long tapered 
sleeves, ending in flared cuffs. 

A lace Juliet cap held her 
lace-trimmed cathedral veil 
and she carried a bouquet of 
white stephanotis, orchids and 
hoya, festooned with long 
streamers. 


A sister of the bride, Miss Ann. 


Shaffer of Springfield, served as 
maid of honor. The bridesmaids 
were Miss Diane Diak of St. 
Louis, a sister of the groom, and 
Marty Kienle of Columbus, 
Ohio, a college classmate of the 
bride. 

‘The honor attendant chose a 
blue floral crepe dress with long 
sleeves and the attendants 
selected long gowns of blue 
jersey. 


Each held an arrangement of” 


white roses, stephanotis and 
baby’s breath. 

James Fears Jr., a cousin of 
the groom, was best man. John 
Kurowski, Fairview Heights, 
David Unger, Washington Park, 
Richard and Frank Diak, both 
of Granite City, and Tom 
Shaffer of Minneapolis, Minn., 
completed the corps of 
groomsmen and ushers, 

Guests were received by the 
newly-married couple at a 


reception at the Springfield 
Elks Club. The rehearsal dinner 
was at the Heritage House 
there. 

A Springfield High School 
graduate, the. bride attended 
DePauw University, Green- 
castle, Ind. She is a 
microphotographer at the 
Environmental Protection 
Agency. 


The groom was graduated - 


from Assumption High School 


and received a bachelor of arts * 


degree from DePauw 
University. He is employed by 
Dwyer, Costello and Co. a 
certified public accountant firm 
in St. Louis. 

They are now residing in 
Collinsville.» 


Amvet scholarship 
grants available 


Worchid scholarship forms 
were taken to local high schools 
last week by Mrs. Jackie 
Petras, president of Amvets 
Auxiliary “Unit 51, to enable 
eligible students apply for 
grants-in-aid under the 
auxiliary’s sponsorship. 

Details of the program were 
discussed by auxiliary mem- 
bers at their meeting last week 
at the Amvets Post Home, 5100 
Lakeview Drive. Mrs. Petras 
presided and Mrs. Trudy 
McGowan, chaplain, gave , the 
opening prayer. 

A donation was voted for the 
Donny Ogle Trust Fund in 
Collinsville. ' 

Mrs. Ann Tucker was named 
chairman of a ook- 
Tackular’’ party, held on 


.Friday at 7:30 p.m. at the Post 


Home, for Amvets and their 
families. A “spook walk and 
spook house’’ were planned: for 
the adult-children’s social 
activity. 

Mrs, Melba Manninger won a 
prize and the white elephant 
award went to Mrs. Marie 
Damal. Mrs. Betty Wilkins and 
Mrs. Manninger served 
refreshments. 


GRAND Cleaners 
DRAPES 
30% oft 


CASH "N CARRY 


REPAIRS AND ALTERATIONS 
We ert Repair and 
Alteration Work 


GR 


CLEANERS 


23rd & GRAND AVE. 
°n" 2930 NAMEOK! RD. 


876-2804 
877-1971 
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iS AVE. — GRANITE CITY 


SAT. ‘til 8:30 P.M. 


WE ARE PLEASED TO ACCEPT 


FOOD STAMP COUPONS 


FRESH LEAN — 10-LB. PKG. 


Ground Beef 


MEDALLION 


TURKEYS 


MAYROSE 


WHOLE 


\WIENERS .... 


MAYROSE — SLICED 


BACON... 


bb. 


FRYERS: 66:6266°s <oo-wc0 0 St 


LOW IN FAT - HIGH IN PROTEIN 


GROUND TURKEY ...........». 


Kraft 
FRENCH or 
THOUSAND ISLAND 


DRESSING 
19% 


CHAPMAN'S 


ICE MILK 


cal 69 : 


Libby's 


Golden Corn 


3:89 


COOK BOOK 


BREAD | 
S$ 1°° 


16-07. 
Loaves 


for 


Curtiss 


Marshmallows 


wa 9 J 00 


Pkgs. 


White or Red 


GRAPES 


sO 


JONATHAN 


APPLES 
6 .... 79 


Fresh 


TURNIPS 
» 1 5S 
TOMATOES 
3 ..99¢ 


239! 


Limit 1 per family with coupon ond additional $7.50 
food purchase excluding coupon items. 


Expires Nov. 8, 1975 TA. 
LIMIT ONE COUPON PER FAMILY 


Cans 


re) ] 00 


Limit 3 per family with coupon and additonal $7.50 
food purchase excluding coupon items. 


Expires Noy. 3, 1975 
LIMIT ONE COUPON PER FAMILY 


TA. 


HUNT'S 


Catsup 3.5 


Limit 3 Per Family 


Expires Nov. 8, 1975 


LIMIT ONE COUPON PER FAMILY 


BIRDSEYE 


COOL . a) 1° 


WHIP ....... Ctns. 
Limit 2 Per Family 
Expires Nov. 8, 1975 
LIMIT ONE COUPON PER FAMILY 


TA. 


$0.8. »9Q° 


Limit 1 Per Family 
TA. 


Thrill 89° 


Limit... Per Family 


= Expires Nov. 8, 1975 


;, LIMIT ONE PER FAMUY 


elas] COUPON 
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DISCOUNT 


FOOO STORES 


tL a 
Cie Ces 


Quontity Rights Reserved - 
None Sold To Dealers 
Meat Items Sold As Advertised 


13 202, 268 
Pkg. 


Bien Coupon and $7.50 Purchase 


‘Ad effective ‘thru Tuesday Night, Nov. 
Stores in St. Louis, St. Louis County, 3 Gate irroid 
— on and in the “Illinois ‘Counties of ‘Madison 


ANY SIZE PACKAGE FRESH 


GROUND BEEF 


SULVER PLATTER | 
RIB HALF PORK LOIN 
SLICED INTO 


PURE CANE KROGER or 


\C & H.SUGAR 


59% 


LIMIT 2 - NO COUPON NEEDED 


eee 
eu ea 


KREY JR. CARVMASTER WHOLE 


BONELESS HAM 


$199 


BUY ONE GET ONE 


16-02. Loaf 


MONK’S WHITE BREAD 


2 For 59° SAVE 59° 


PEPSI-COLA 


6-8 LB. AVG. 


TEXAS SWEET WHITE 


GRAPEFRUIT 


Fresh Tangerines each 5¢ 


KROGER OLD FASHIONED 


WHITE BREAD 


.29 09 


SELECT GOLDEN 


BANANAS 


Loaves 


NO COUPON - NO LIMIT 


SENIOR CITIZENS 
REMINDER - 
KROGER DOES NOT CHARGE 
' FOR CASHING SOCIAL 

SECURITY CHECKS 





We also gust that we will de everythin i adr power 
to haves ample supplescol all acer tysetk 4 

shelves when you shop far them Hf 

beyond our control, we run out of an ach 

wwe will substitute the scime stem ing 

{when such ts avanlable) sett 

or, if you prefer, qive you 4 “RAIN CHECK” wi 

ttles you to the advertised special at the same spectal 
price any time within 30 days : 


TOTAL SATISFACTION GUARANTEE 


Everything you buy at Kroyer 1s guaran 
teed for your total satistuction regardless 
of manufacturer. If you are not sutis 
fied. Kroger will replace your item with 
thé same brand or a comparable brand 
or refund your purchase price 
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MRS. PHILLIP H. SHERIDAN iif, The former 
Miss‘ Cindy Louise’ Reppert, whose wedding was 
solemnized at the Holy Redeenrer Catholic Church, 


BRIDE-ELECT.. Miss Susan Marie Wells, whose 
betrothal to Alex McGehee is announced by her parents, 
Mr. and Mrs. Charles A. Wells, 625 Jefferson Ave., 
Venice. A Nov. 21 wedding is planned. 


Webster Groves, Mo. 


Cindy Reppert marries 
Phillip Henry Sheridan 


Miss Cindy Louise Reppert, a 
daughter of Mr: and Mrs. D. A. 
Reppert of Webster Groves, 
became the bride of Phillip 
Henry Sheridan ITI, a son of Mr. 
and Mrs. PI p H. Sheridan Jr. 
of Granite City, on Oct. 18 at the 
Holy Redeemer Catholic 
Church, Webster Groves. 

Maid of honor was Miss Judi 
Galyon, The bridesmaids in- 
cluded Misses Mary Ann 
Becker, Karen Cermak and 
Kathy Gerdes, all of Webster 
Groves; and Mrs. Karen 
Karandjeff Crawford of 
Edwardsville. 

Susan Becherer of Granite 
City, a cousin of the groom, was 
the flower girl. 

The groom chose Steven 
Arbeiter as his best man. 
Serving as groomsmen were 
Tom Zarlingo, Brian 
Greathouse, Bob Palus of 


Granite City and Matthew 
Reppert, the bride’s brother. 

Escorting the guests to their 
seats were Tim, Paul and 
Matthew Sheridan, all brothers 
of the groom. 

The couple is now residing in 
St. Louis following a honeymoon 
trip to the Lake of the Ozarks. 

The bride graduated from 
William Woods College, Fulton, 
Mo., with a bachelor’s degree in 
art. She was a member of Alpha 
Phi social sorority and 


graduated Magna Curk Laude. 
Her husband gradi n 
June from Westminstér 


College, Fulton, where he was 
president of Kappa Alpha social 
fraternity. He also graduated 
with honors and holds a degree 
in English. Currently, he is 
enrolled in the St. Louis 
University graduate school of 
business administration. 


Business Women set holiday event 


‘The Federal Reserve Notes, 
district champions in bar- 
bershop harmony singing, will 
entertain at the Granite City 
Business and Professional 
Women’s Club Christmas party, 
Mrs. Ruth Walk, dinner 
chairman, has announced. 

Members of the club's 
Christmas dinner committee 
met last week at the home of 
Mrs. Walk to continue planning 
the affair, scheduled for 
Wednesday, Dec. 17, at 
Charlie's Restaurant. 

‘The evening will start with a 
cocktail hour from 6:30 to 7:30 
and entertainment by the 
Federal Reserves Notes. The 
award-winning singing group 
consists of Rich Pilch and 
Dennis McCann, both of Granite 
City, Al Mueller of Okawville 
and Hal Maples of St. Charles, 
Mo. 

Quartet members belong to 
the Belleville and Collinsville 
chapters of the International 
Society for the Preservation 


and Encouragement of Bar- 
bershop Singing in America, 
Inc. 

Dinner will be followed with 
an exchange of gifts. A 
television will be presented as a 
special gift, Mrs. Walk said. 

Committee members agreed 
to make small Santa stockings 
as favors and each was asked to 
provide a Yuletide centerpiece. 

BPW members in charge of 
the Christmas party include 
Mrs. Pauline Weir, Mrs. Judith 
McCann, Mrs. Barabra Hodges, 
Mrs. Marlene Pelek, Mrs. 
Valerie Evenden, Mrs. Barbara 
Wyatt, Mrs. Ann Hordesky, 
Mrs. Edith Schwab and Mrs. 
Dorothy Meikamp. 

- Also present at the meeting 
was Mrs. Gene’ re Haddix, 
club finance officer. 


EXPERT APPRAISING 
MORRISS REALTY CO. 
876-4400 


Chapter collects 
funds for UNICEF 


Theta Iota Chapter of Beta 
Sigma Phi Sorority collected for 
UNICEF last week, followed by 
a Halloween party at the home 
of Kathy Farnbach. 

Plans for the activity were 
completed during a business 
meeting held in the home of 
Miss Ivy Humphrey. 

Arrangements for a hayride 
on Nov. 8 and to visit the old 
Courthouse in St. Louis on Nov. 
23 were finalized. The chapter 
also made tentative plans for a 
fall rush party. 

Attending the meeting were 
guests, Jane Davis and Carol 
Cathey; and members, Karen 
Crnkovich, Barb Hente, Maxine 
Kayich and Carolyn Goodwin. 


READY-MIX CONCRETE 
CALL LYBARGER 
452-3107 or 452-6180 


Susan Wells 
is engaged 


The engagement and ap- 
proaching wedding of Miss 
Susan Marie Wells and” Alex 
McGehee are being announced 
by the bride-to-be’s parents, 
Mr. and Mrs. Charles A. Wells, 
625 Jefferson Ave., Venice, 

Parents of the groom-elec! 
Mr. dnd Mrs. Frank McGehy 
reside at 622 Lincoln Ave., 
Venice. 

A graduate of Althoff Catholic 
High School, Miss Wells is at- 
tending Belleville Area College. 
She also is a piano instructor at 
the National School of Music. 

Her fiance was’ graduated 
from Venice High School and 
currently is employed as a 
storeroom clerk at Reilly Tar 
and Chemical Corp. 

The betrothed couple is 
planning to be married on Nov. 
21 at St. Mark’s Roman 
Catholic Church in Venice. 


FREE . . . to the hard of hearing! 


HEAR TV BETTER 


A device designed to help you 
hear your television better and 
clearer without increasing volume 


which would annoy others. 


This offer is limited tothe hard- of.) 
hearing only. Just fill” out the 
coupon below and mail. Our free 


supply is limited, 


so mail this 


coupon NOW! Your Free TV attach- 
ment will be yours without obliga- 


tion, 


pc FREE TV DEVICE. me meme meee meee 


I. 1415 NIEDRINGHAUS AVE. 
& __.GRANITE CITY, ILL. 62040 


ADDRESS. 
NAME 


cry 
Best time for delivery 


( ) morn. 





* 


UNCIRCULATED — 40% SILVER 


BICENTENNIAL COIN SETS 


1 EACH: DOLLAR, HALF-DOLLAR, QUARTER 
ONLY 9.00 PER SET 


GRANITE CITY TRUST 
AND SAVINGS BANK 


1909 Edison Avenue 
876-1212 








DETERIORATING CONDITION. Overatbwin with 
vines and weeds, fencing along the Granite City storm- 
water ditch on East 23rd Street is damaged in several 
places where it has been struck by cars. This view shows 
a damaged sector of the fence along the street, with 


the second line of fencing 


visible in the background. 


City officials have become concerned over the condition 
of the drainage channel which is clogged with weeds and 
small trees. A plan to clean the ditch and dredge out the 
debris is being mapped by Street Superintendent Lionel 


Portell. 


College night Tuesday 


College Night will be held 
tomorrow evening at 7 o'clock 
at South High School for 
students and parents from both 
high schools in the Granite City 
district. 

A wide variety of post-high 
school programs will be 
represented, and students and 
parents may talk with 
representatives to learn about 
the offerings. 

John Ryan, admissions 
counselor, Belleville Area 
College, will explain programs 
at BAC and also the programs 
of other public junior colleges. 
BAC has reciprocal arrange- 
ments for students of this area 
to attend Lewis and Clark 
College or other public junior 
colleges. 

Since its opening ten years 
ago, the Edwardsville campus 
of Southern Illinois University 
has gyaduated many local 
residents in a variety of 
programs. George Woods, 
admissions counselor, will 
explain current opportunities. 

Southern Illinois University 
at Carbondale, one of the oldest 
state colleges attracting local 
residents, has expanded with a 
program to train medical 
doctofs. Jerre Pfaff, a former 
local student, is now assistant 
director of admissions; he will 
represent SIUC at College 
Night. 

Eastern Illinois University, 
Charleston, has a large number 
of students from this area at the 
present time. Murray Choate, 
director of admissions, will be 
here to talk with parents. 

In recent years, a growing 
number of local graduates have 
chosen Western _ Illinois 
University at Macomb. Don L. 
Viar, director of school-college 
‘relations, will, represent 
Western. 

Illinois State University, 
Normal, has many graduates in 
this area, Ken Johnson, ad- 
missions counselor, will 
represent ISU tomorrow night. 

The University of Missouri at 
Rolla, where engineering 
programs have attracted many 
local high school graduates, will 
be represented by David 
Shelton, assistant director of 
admissions. 

Private liberal arts colleges 
in the area will be represented 
by Mary Cosner, director of 
admissions at Blackburn 
College, Carlinville. 

At Blackburn, students may 
defray part of their college 
costs in the work program of the 
college. The late Carl Graham, 
a local businessman, was a 
benefactor of the college and a 
building there bears his name. 

Parks College of St. Louis 


University has a number of 


specialized programs relating 
to aviation and to plant 
management. John George, 
professor of aeronautical 
engineering, will explain their 
offerings Tuesday. 

In another area of 
specialization popular with 
many local high school 
graduates, Phyllis Sarich, 
assistant professor of 
microbiology, will explain the 
program of theSt. Louis College 
of Pharmacy. 

St. Louis University, where a 
number of local residents are 
currently enrolled — jn 
professional training, also will 
be represented at College Night. 


Because of the active interest 
shown in Southern Illinois, the 
U. S. Military Academy has 
appointed Capt.. William E. 
Kessler, U. S. Army Reserve, as 
the West Point representative in 
this area. Capt. Kessler will 
explain opportunities for both 
young men and young women at 
West Point. 

Prior to parents and students 
meeting with representatives in 
assigned rooms at South, the 
Stage Band from South and a 
vocal group from North will 
present a,short program under 
the direction of Joe Owens, 
coordinator of music. 


Guilty in Horvat 
torture-slaying 


Carl Wayne Wilson, one of 
three East St. Louis youths 
charged with the  torture- 
slaying of George Horvat, 62, 
and the beating of his wife, 
Laura, an employe of the 
Granite City School District, 
and the couple’s son, was found 
guilty of murder, assault and 
robbery by a Randolph County 
Circuit Court jury at Chester 
Wednesday. 

The murder and robbery 
charges carry minimum 
penalties of 14 years in prison, 
with no maximum. penalty 
specified by state law. 

Two other youths, Ronnie Lee 
Cunningham, 17, and Jasper 
Glenn, 16, both of East St. Louis, 
were arrested with Wilson, 18, 
several days after the incident 
which police described as a 
“terrorist-type”’ attack on the 
Horvat home on Feb. 13, 1975. 
Glenn and Cunningham are still 
awaiting trial. 

Mrs. Horvat, who has taught 
in the public schools here for 
nearly 11 years, suffered 
serious injuries in the beating 
and the Horvats’ 35-year-old 
handicapped son, Louis Joseph, 
was tortured severely. His 
facial bones were smashed and 
both hands were crushed, 
among other injuries. 

George Horvat died the same 
day as the beating. He had 
worked in Granite City as an 
agent for Prudential Insurance 
Co. for 15 years prior to retiring. 
The family lived on N. 24th 
Street in East St. Louis. 

As the only defense witness, 
Wilson testified he had been at 
the Horvat home last Feb. 13 
when Horvat, his wife and his 
son were beaten, tortured and 
robbed. 


But Wilson said he stayed 
outside and had not gone in the 
home. His testimony partially 
repudiated a statement he gave 
earlier to East St. Louis 
Detective Rick W. Stone. Stone 
testified that Wilson told him 
that he had been inside the 
home while the beatings went 


on. 

A blood-stained lamp and 
heavy glass vase used in the 
beatings were shown to the jury 
in Chester, Ill., where the trial 
was‘heard after a defense 
request for a change of venue 
was granted. 


The jurors also heard” 
testimony from a Mrs 
Jacquelyn Spencer that she 
overheard Wilson and others 
planning the robbery of the 
Horvat home while they were at 
her house nearby, drinking wine 
and smoking marijuana. . 

In his testimony, Wilson 
contradicted his earlier 4 
statement to Det. Stone that he 
had been “high” when he went 
tothe Horvat home. He testified 
that he Kad only one beer. 

Chief‘ Assistant St. Clair 
County State’s Attorney 
Richard Aquirre attacked 
Wilson's testimony as full of 
inconsistencies compared to his 
earlier statement to police. 

Wilson’s defense attorney, 
Assistant St. Clair County 
Public Defender Thomas Nold, 
told the jury the state had not 
proved a casé against Wilson, 
pointing out they: had no 
physical evidence, such as 
fingerprints against Wilson. 

All three defendants were 
charged with murder, armed 
robbery ‘and two counts of 
_ aggravated battery. 





= American National Bank 
of Granite City 


ANNOUNCES 


UNCIRCULATED: DOLLAR - HALF - QUARTER: 40% SILVER 


$9.00 PER SET 


FEHLING AT NAMEOK!I ROAD 


.~ PHONE: 876-1290 


HE te ie Wee te tee ROR eR ek 


(Press Record Photo} 


22nd 1B 
drug arrest 


20 recovering after surgery 


Pattents- at St. Elizabeth 
Hospital who have undergone 
major surgery since Monday: 

Carol J. Duttield, 160 Voight 
Place; Sandra L. Are’ 
Alton; Pearlie Funderburk, 
1204 Douglas Ave.; Candace 
Bain, 623 Barkley St.; Lester 
Rogers, 2716 Myrtle Ave.; Posia 
Stajdl, 1300 Iowa St., Madison; 
Larry Huckins, Red Bud, Il. 
Antoinette Rasch, St. Jacob, 
Ill.; Richard Caldwell; 
Overland, Mo: Bernard Miller, 


~* 


Billy Marlin Rixie, 31, of 2300 |. 


Terminal Ave., was arrested at 
his home at 2:15 p.m. Wed- 
nesday by two Illinois Bureau of 
Investigation officers. and one 
Granite City detective and was 
charged with unlawful delivery 
of a substance represented to be 
a controlled substance. 

Rixie’s arrest was the 22nd 
stemming from an IBI un- 
dercover drug ,investigation 
which climaxed with 19 arrests 
in Madison County Sept. 3. Two 
men later were arrested and an 
IBI spokesman said more 
persons are being sought. 

Rixie was charged in an in- 
formation document filed by 
Madison County _ State’s 
Attorney Nicholas G. Byron. 

He allegedly delivered a 
substance represented as a 
drug (speed) to undercover IBI 
agents May 20. 


Homeowners 


\f you're looking for the best 
value in homeowners insurance , 
— you'll find it at State Farm. 


Give me a call today. You'll 
discover what's made State Farm 
the number one homeowners in- 
surgr in the world. 

7 ¥ 


GERALD 
THEBEAU 


C.L.U. 
2126 Pontoon 
451-7507 


HARRY 
THEBEAU 
2534 Madison 

876-7970 


THEBEAU 


2534 Madison 
877-5504 


JOE 
HASSLER 
3727 Nameoki 

877.4918 


ED 
NICHOLS 
3014 Madison 

876-8728 


MIKE_/ 
TOUNDAS 
1801 Pontoon 

797-0100 
- 797-0101 


~ Like A Good Neighbor, 
State Farm Is There. 


3230 Princeton Drive. 


Betty Cook, 2623° Sheridan 
Ave.; Pamela Brown, 1625) 
Delmar Ave.; Caroline’ 


Wierciak, 1 Devon Hill; 
Carlotta Gibson, 2015 Sherman 
Ave.; Gertrude Bogle, 2922 
Edwards St.; Walter Cook, 1805 
Fourth St., Madison; Albert 
Neal, 117 .N. Third~ St., 
Brooklyn; George Mathis, 2200 
Terminal Ave. 


GRANITE CITY PRESS-RECORD “Mon., Nov. 3, 1975° © Page 15 


‘ WITH THIS COUPON! 
OCTOBER 28 thru NOVEMBER 13 


$15 Tor $10° 


(SHAMPOO & 
SETINGL.) 


EXPERT ARCHING & EYELASHES by. VICKIE HAMMETT 


_ SRECIALIZING IN: 


Blow Cut - Eyelashes 
Men Hair Cutting & Perm 
Warm & Gentle Perm. 
Red Ken Products 


‘Carlene Miller 
Helen Holten 
Debbie Kuehnel 
Maurien Ryan 
Sysan Davis 
Cecilia Shade 


CARLENE & HELEN HAIR FASHIONS 


NO SOREN: NECESSARY! 23rd & State St. Call 876-3996, 


COUPON SAVINGS PLUS BIG WEEKLY FEATURES EACH 
WEEK MEAN VALUE POWER SAVINGS FOR YOUR FAMILY 


Schnucks-has always been dedicated to giving you the lowest 
possible prices without sacrificing quality. This is still 

our commitment to you. Price alone does not make a value. 
Quality, availability and total savings help make a value. 


— VALUE POWER 


5; 


3 LIMIT 


VALUE POWER 


MINUTE MAID 


Orange dace 


=49° 


Save 15¢ 


FLASH FROZEN—DELICIOUS 


Turbot Fillets 


VALUABLE COUPON 


SAVE 20¢ 
Pure Vegetable 
Wesson Oil . . - 


U.S.D.A. CHOICE 


Chuck 


VALUE POWER 


U.S.D.A. CHOICE 


Arm Pot Roast 


99° 


“BEEF CHUCK” 


VALUE POWER 


12-02. 
pkg, 


PRICES GOO! 


SAVE 37* 


ree 5 sanborn 2252" 


VAC PAK—SLICED 


Hunter Bacon 


$12 


THRU SAT. NOV. 


LEAN AND TENDER 


Beef For Stew 


Sb? 


“BONELESS” 


VALUE POWER 


VALUABLE COUPON 


REG. 
$2.86 


7 
FROM THE LAND‘OF CORN: 


Slab Bacon 


SAVE 30° 
Biscuit Mix 
isquick 


eS] 19 


Limit One Coupon Per Family 
Coupon Expires Sat. Nov. 8, 1975 


PZ ed eked 


Saves 
ncy— led 7 
Pecan Halves... 22 99° 


Limit one pkg. with coupon & $7.50 or more| 
- Excluding tobacco, liquor, beer & 


REG. 
$1.49 


Coupon expires Sot.,. Nev. 8. 1975: 


Limit One Coupon Per Family 
Coupon Expires Sat. Nov. 8, 1975 


| -612] SJennuckf | cc ] 


Pree et el 


SAVE 17° 


REG. 
abc 
Betty Crocker 
Padus Mix. . 2us 79° 


Limit One Coupon Per Famil; 
Coupon Expires Sat. Nov. 8, 1975 


| '620} Sehnuckf | cc.) 


7 Ne ee ed 


SAVE 50° 
Peart =o. OSE 


Limit One Cou; 
pon Expires Sc 


REG, 
$1.49 


cl Waa co 


Limit One Coupon Per Family 
Coupon Expires Sot. Nov. 8, 1975 


SAME as: 
tergent 

Delreent a9 
ae Nov. 81975 





_ DEADLINES 
MONDAY: ~ 
THURSDAY: 


MINIMUM CHARGE $1. 25 = 
RATES: First insettion Second Insertion 
o Word - 8* Word ~ 


9:90 P.M. For Maste! 


CANCEL YOUR AD DAY RESULTS ARE OBTAINED 
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Noon Frida for Display Classified 
7 4:30 PM. Fi R lassified 
Tr Ree owe ¢ a 


verday for Display ead 
for Regular Classi 
Palmers choesesee 
DENUMBER SERVICE CHARGE $1.00) 


. REFUNDS ARE BASED ON EARNED RATE 


Office Open 8 A.M.-4:3 0 ‘Daily—Closed Saturdays 
j MASTER CHARGE PHONE NUMBER 877-1343 


All reel esters advertized In thie newspaper Is subject f0 the Federal Falr Housing Act of 1969 which makes It Wlego! 
preference, Imitation. or dlecrianineti 


to edvertiza "ony 


such preference, lImitatlen, or diserimination.” 


an beted on rece. color, religion. 


02, of netlenal erigin, or on 


,f any edvertiting fer ree! estate which Ie In violation of the law, Our readers 
opportunity | 





“The House of Real Estate" 
Walter Rozycki Broker 
877-6108 877-6109 


NEW LISTING — EDGE OF TOWN. Two bedroom home with 
living room, dining room, kitelie, bath. Lots of room plus double 
car garage. Located on 2”acres of ground. Don’t miss this 
fabulous buy. $18,750. 

NEW LISTING — TWO FAMILY APT. Five rooms and bath in 
each apt. Full basement with individual gas furnace for each 
unit. Priced at only $18,500. 

GLENVIEW AREA — THREE BEDROOM FRAME. Living 
room, kitchen, bath. Needs some work. Try GI or FHA. 

IDEAL STARTER OR STOPPER. Two bedrooms, carpeted 
living room, kitchen, bath, aluminum siding, Only $6,500. 
THREE ,BEDROOM BRICK. Carpeted living room, built-in 


kitchen, 1% baths, double car garage, finished basement. Off of 
St. Thomas Rd. $28,500. 


We Can Get “TOP” Dollar For . 
Your Home Now!! 


That's Why Listing Your Home With 
Rozycki Realty Pays Off! 


WEST GRANITE SPECIAL. Two bedroom frame, living roém, 
dining room, paneled kitchen, tiled bath. Completely remodeled 
inside. $10,900 

12x60-FT. MOBILE HOME. Two bedroom, carpeted and 
paneled, living room, dining room, kitchen, bath. All furniture 
Stays. Only $3,800. 

OWNER TRANSFERRING. Cozy and immaculate 3 bedroom 
frame, Saratoga Ave. Carpeted and paneled living room, extra 
large kitchen, 1 car attached garage, fenced yard. $18,900. 

WE HAVE A LIMITED NUMBER OF MOBILE HOME LOTS. 
For double wides only, all underground utilities, two car off- 
street parking. Bank financing. $600 down, $75 per month. 


LOOK FOR THE STARS... 
"SYMBOL OF QUALITY" 


LIST WITH ROZYCKI REALTY i 
GARY NOVICH — DALE BECK — BILL HOFFMAN 


‘BY OWNER: Five room, big FOR SALE: Duplex house plus 

utility room, washer & dryer, garage apartment Venice. 
$2,800. Take over payments. Call 876-0441. 4-6 p.m. week- 
Call 876-1012. 1116 days. 11215 








877-1900 


ABRAMS 
ETT e ey, 


3010 NAMEOKI RD. 
RALPH C. ABRAMS, Broker 


JUST IN — over an acre of ground with a 4 bdrm home. Huge 
living rm: is 16x25 ft., carpeting, wood burning fireplace, 
oversized 1 car garage PLUS — a barn for horses. Make an appt 
to see L-15. 

BRAND NEW BRICK HOMES — Located in Troy area — 3 
bdrms, w-w carpeting, cent. air and a 2 car attached garage. On 
large 100-ft. lots. Call now for B1-14 

26 ACRE FARM — NEAR FOSTERBURG — Improved with 4 
rm brick house, grain storage, chicken house, new pole barn. 
Call about B1-24 

ANOTHER FARM — 33 ACRES — unimproved with good road 
frontage for subdividing. B1-23 

LEASE OR SALE — 3 bdrm house with carpeting and a full 
bsmt. Has a very nice yard. Located 2409 Glen Place. See today. ' 


WE BUY HOUSES 


MOBILE HOME — 12x60-FT. — carpeting and partially 
furnished. Must be moved. Priced at only $3,000. See L-6 


148x155-F T LOT — Plus a 3 bdrm double wide mobile home with 
carpeting, a-c, and built in kitchen. Pontoon Beach area. School 
busses at door. L-9 


2105 EDWARDSVILLE RD. — Very nice 4 rm home with 2 
bdrms, sunporch, enclosed back porch, nice yard and a garage. 
Good price reduction on this one too. See now. 


IMMACULATE — t rm home with w-w carpeting, a-c, drapes, 
built-in ‘kitchen with garbage disp., dishwasher, double oven 
range} refrigerator, full bsmt with family rm, carpeted and 
paneled and a pool table that stays. Make an appt to see 2724 


Saratoga. : 
ABRAMS 
2 OFFICE — 10 SALESMEN 
WANT ACTION — CALL ABRAMS 
Chris Shields, Mgr. 


esis. 


Royce Realty 
: Multiple ; 


Listing 
Service 
REALTOR 


876-5050 


PEN EVERY NIGHT 
"TIL 8:00 . 


2 BR FRAME RANCH nestled | | 


on over one full wooded acre 
on Keebler Road, Collinsville. 
|. New w-w carpeting thru-out, 
lovely artificial fireplace, 
partitioned basement. Call 
today. 
NEW LISTING: 2504 West- 
moreland Drive. 4 or 5 BR 
brick with everything. Drive 
by and see for yourself, then 
give us a call for private 
showing. 
OEDER 2 STORY solid brick 
duplex. 3 BR apt. upstairs, 2 
BR apt. downstairs. Excellent 
condition. 

“WORTH YOUR CAREFUL 
CONSIDERATION is this 
newly remodeled 3 BR frame 
Corner lot. Very, very nice 
condition. Garage. Nicely 
landscaped. Just $23,500. Call 
today. 


NEW LISTING: 3 BR frame 
for just $16,500. Fenced yard, 
partially finished basement, 
large garage. Nice sized 
rooms. * 

NEW LISTING: “Very nice 3 
BR cottage with 2car at- 
tached carport. Good con- 
dition. Will sell for small 
downpayment. Just $14,500. 
EXTRA SHARP 2 BR brick on 
corner of Davis and Jill. 
Central air, partly finished 
basement. Call for apt. to see. 
MAKE AN OFFER on good 
income property. Solid brick 
duplex. 5 rooms and bath in 
each unit with fireplace. Let 
the income make loan 
payments. 

CYCLONE FENCE surrounds 
this 100x150 ft. lot and makes 
this double-wide mobile home 
a comfortable and secluded 
environment. Very 
reasonably priced at $11,950. 
EXCEPTIONALLY NEAT 
and clean 3 BR ranch: 
carpeting thru-out, attached 
garage. Just $19,950. 


ROYCE REALTY 
876-5050. 


Broker, Bernard Royce . » 452-8191 
seen ee 2970322] 


3011 DENVER, five room home, 

snug; comfortable, well 
maintained, full basement, gas 
furnace, formal dining room, 
built-in kitchen, fenced yard, 
quiet neighborhood, low taxes 
only $11,950. Call Ruby Arnette, 


‘Broker 877-5187. 


For Sale 


RUSTIC 3 BEDROOM HOME, 
8 months old, beautiful built- 
ins and ‘carpeting. Sliding 
doors to patio. Central 
air, thermopane windows. 
Professionally landscaped. 
10% down payment required. 
$28,800. 
COUNTRY PLACE. 5 wooded 
acres and charming 3 
home, central air, 
stove and refrigerator, car- 
peting, walkout basement, 
garage. Home 6 yrs 0 
NEW LISTING. 2 bedroom 
brick on Dunlap Lake. 
Finished basement, garage 
and in¢losed . boatdock. 
$42,000. = 
ONLY 2 YRS OLD. Rustic 
design, 3 bedroom home, 
beautifully decorated, 2baths, 
fireplace in ily room, 
dining room, Serene. on about: 
an acre. All this and lakeview 
too. $49,900. 


IF YOU PREFER 


: PROPERTY: 2. f: 
| Serene Ss 
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COCHRANE-WOLF 
AGENCY, Inc. 
PERO 876-1767 — 877-2345 
452-8125 


1506 JOHNSON ROAD GRANITE CITY 


CHARMING 3 BEDROOM BRICK. With a 12x20 living room, 
lus 1 car garage and full basement. Cove cellings, carpeted, 
ange and oven, refrigerator, cent. air with humidifier. This 


a ° office. Located near 
Farm Fresh Store on Pontoon Rd. Cali lorapptes 


NEW LISTING. Cute as a botton. 2\bedroom with 10x30 fami 
room in basement, plus 2 car garage. Range and oven wi 
plenty of built in cabinets, fenced yard, cent. air, conc. drive, 
shower and vanity in bath. Paneling and carpeted family room. 
Lots more extras. 3840 John Glen Drive. Price only $27,000. 


“ NEW LISTING. Charming 3 bedroom brick with full basement 

and carport plus a 10x10 metal shed. Has pretty tile bath with 
shower. Range and oven, carpeted, cent. air. This is a nice lot 
size all fenced. WOW!! Only $29,000, 2464 Kilarney. Call today: 
for appt. , 
ALMOST AN ACRE. Land fenced for privacy, security contains 
extra nice 3 bedroom brick home. Bsmt, rich carpeting, pretty 
kitchen, oven, rarige, garage garden house. Lots of fruit trees. 
Located near Venture Store, Collinsville School District. Only 
$35,000. Call for appt. today. See 2949 N. 63rd St. 


LAND. 7 beautiful acres in the picturesque bluff area. Near 
Hwy. 157. Over 800-ft. frontage on Keebler Road just across 
from University Hills. Rolling rich-land, some woods, some 
cultivated. Water, gas, electric all in. Price $27,995. : 
GOOD PROPERTY, Clean, neat neighborhpod, reasonable 
price, 8 rooms, 14 story, 3 or 4 bedrooms plus family room, 2 
baths, pretty birch kitchen, oven, range, dishwasher, full bsmt., 
garage. All this only $13,995. See 1853 Edwardsville Rd. It 
is a winner. 

VERY NICE INCOME2PROPERTY. Has 5 nice rooms down 
with wall to wall carpeting and paneled walls, tile bath, 
carpeted kitchen, full basement, gas heat, 3 reoms up rented at 
$80.per month, 3 room house on rear, total price $17,950, call us. 
2 HOUSES FOR THE PRICE OF 1. Pretty 2 bedroom house in 
front, nice 3 room cottage (furnished) and included on rear, 
brings in $125 per month. Front house ligs cent. air, carpeting, 
and some furniture, stove refrigerator, #tc. All this for $21,500. 
‘See 2629 Iowa, great location. We have keys. 


JOHN SOBOL REALTY 


2124 
Pontoon Road 


451-7431 
CUSTOMER HOURS: 9 a.m. to 8 p.m. Except Sunday 


PICTURE YOUR HOME HERE 
MARYLAND PLACE: 


gs CREAM, THE 


7 BEST. Here’s one of the 
: _| finest 2 bdrms in town. 
Finished bsmt,* garage 
and carport. DRIVE BY 
2135 WOODLAWN. 
Won't last at low $20's. 


NEW LISTING! GOOD LOCATION, NEAT & CLEAN 2 BDRM, 
bsmt and large dining room. ASKING $14,950. 


FIREPLACE COMES WITH THIS BRAND NEW & UNIQUE 3 
BDRM ALUM RANCH. Central air, carport, drapes, harvest 
gold dishwasher and range. IMAGINE a 120x151 lot. ALL THIS 
FOR $23,750. CALL FAST. 

BREATHTAKING BUILT-IN KITCHEN IS IN THIS 3 BDRM 
STONE AND FRAME. Family. room with STONE 
FIREPLACE, 2 baths, full carpeting. Bsmt and 2 car garage. 
Wide and deep lot. North Sr. High, Parkview School. 


Service 


JUST LISTED! 


SNAPPY 5 ROOM 
BUNGALOW FOR 
JUST $10,750. OK for 
comfort and economy. 
Drive by 2825 
WARREN. 


THIS CAREFREE SPLIT FOYER HAS BIG KITCHEN WITH 
ALL APPLIANCES & CENTRAL AIR. Check out this 3 bdrm 
with walk-out bsmt and family room. High $20's. 2654 
WHIPOORWILL. . 
WALKAWAY PRICE OF $21,750 FOR THIS 10 ACRE 
FARMETTE. Instant farming for retirement or weekender. 2 
baths, 2 bdrm mobile home, new 2 car garage, tractor, creek, 
woods, pasture, crop and garden areas. Near New Douglas. 
$8,000 down. 
EDGE OF TOWN! Beautifully redecorated 2 bdrm home on 
edge of town with a low interest assumable loan. $12,950. May 
VA. 
ce _@DOUBLE FACE 
WOOD-BURNING FIR- 
EPLACE ~ for living 


workshop and family 
: room in bsmt. mid $20" 


NEAT & PERFECTLY IMMACULATE 6 ROOM RANCH. 2 or 3 
bdrms and all the work is DONE. Its fresh and ready now. 2211 
E, 24th. 

NEW LISTING! 2547 WESTMORELAND DR. BRAND NEW7, 
room brick ranch with 2 car garage, 3 spacious bdrms, 2 full 
baths, large built in kitchen; formal entry foyer, gracious full 
dining room, family room and yes, full bsmt. NOTHING MORE 
TO WANT — it’s all here. 

317 CLARENCE AVE., COLLINSVILLE, 3 bdrm alum sided 
bungalow with garage and fenced yard for $19,500. 
EXCELLENT BRICK COMMERCIAL BLDG ON MADISON 
AVE. with 2 apts, 2 stores and bsmt. Has a Brice that’s hard 
tobeat. 


Jim Honnoll Bill Turpenoftf John Sobol, Broker 


REAL ESTATE 
451-9998 


INSURANCE 
451-9998 


3134 NAMEOK! ROAD — GRANITE CITY, ILL. 
oon: BRICK: Hardwood floors, some wall-to-wall, 
seat ted, beautiful kitchen, full besemnett, gas heat vith 

car eoher lot landscaped. Immediate possession. In 

ore Addition at corner of & Jill. 
, 2 story brick, with 3 
‘home that has been, 
He NEW NORMANDY STYLED HOME will thibe 
Bedrooms 3 bagel full res aoe family room, wall to wall 


air, oa baker 
eeeiea ear cones cokn se, 
tated ga large spacious 1, aos fe au subject to 


BUILDING LOTS: PONTOON BEACH AREA. TERMS! 


NEW LISTING — COLLINSVILLE. Brand new. Pick out your 
carpet. 3 bedrooms, built in kitchen, fireplace, 2car att. qarage, 
close to innerstate. Hurry. 

GOING BUSINESS. Grocery store plus living quarters upstairs. 
Owner retiring. Perfect location. 


EXCEPTIONAL HIGH QUALITY FOUR FAMILY. Only 7 yrs 
old, 2 bedrooms, living room, large kitchen. Hugh closets. 


4 ROOM BUNGALOW IN MADISON. 2 bedroom, large living 
room, bsmt, new garage. $8,500. 


NEW LISTING. Two bedroom brick, close to schools, full bsmt, 
garage, nice size kitchen, large lot. 

$500 DOLLARS MOVES YOU IN. 3 bedroom, new steel siding, 
built in kitchen, large corner lot. 

LOTS, LOTS, LOTS. We have several choice lots. See us. 

4 BEDROOMS, ALUM SIDING. Living room, dining room, 
kitchen, % finished bsmt. New central air and roof. Priced right. 
NOTHING DOWN V.A. $125 month. $400 down F.H.A. Cute 


as a button. 2 bedrooms, livifig room, ktichen, att. garage, big 
lot. 

NEW LISTING. 2 bedrooms, large eat in kitchen, nice size living 
room, bsmt. Must see now, 

GOING BAKERY,: TURN KEY OPERATION. Over 25 yrs 
established. Call fir information. 

3 BEDROOMS, ALUM SIDING. Large living room, plus 3 extra 
rooms. Ideal beauty shop or ete. Bsmt, large corner lot. 


READY TO BUILD HERE. An acre lot on Warson Rd. 100x410. 
Ready for you. 


GARY STEVENSON, 


RON COREY WALTER GREATHOUSE 
6 931-3673 


931-4607 452-6167 


KING and 
HOFFMAN Realt 


2861 Madison Avenue 


877-5977 


REALTOR 
NEW LISTING — 1519 LINDELL. Immaculate 3 bedrooms, 
living room, kitchen, family room and garage. Low $20's. 

NEW LISTING — 2708 NATIONAL. Immaculate, carpeted and 


air conditioned. Fenced yard. Call today, tomorrow may be too 
late. 

1% STORY BRICK. 3 bedrooms, living room, kitchen, 2 baths, 
central air. Close to everything. Only $27,500. 

#2 GLENDALE DRIVE IN GLENWOOD ESTATES. 3 bedroom 
brick ranch on large corner lot. For under $45,000. 
BELLEMORE AREA. 3 bedrooms, living room, kitchen, central 
air, 1% car garage. Priced tosell. 


ARARE FIND. 3 bedroom Cape Cod, living room with fireplace, 
formal dining room, bath up and down, finished basement, 
Florida room and 2 car garage. 

GET AWAY FOR IT ALL. 4 acres, 3 bedrooms, 2 car garage. 
Only $15,900. 

A LOT FOR A LITTLE. 2 bedrooms, living room, kitchen. VA 
okay. Completely redecorated. Only $13,950. 


HOW'S THIS FOR VALUE? 2341 Clark, 4 bedrooms, living 
room, ktichen, basement and central air. 


INCOME PROPERTY. $425 a month income for a $12,900 
investment, Call for particulars. 


WOODED LOT — 90x175-FT. Ideal for walkout basement. Only 
$4,300. 


Home - Ted Valencia Home - Fred Kinj 
931-2634 1-288-7315 


Home-- Carl Hoffman 
877-7327 





2628 STATE, 2 bedroom brick, 

all large rooms, full, very dry 
basement. Attached garage, 
new central air: Call Ruby 
Arnette, Broker 877-5187. 1 11 10 


ey PV Si ees) 
ers Sea 


2565 BOYLE 


The epitome of excellence 
throughout, 3 bdrm. brick, 
carpeted hall and living 
toom. with beautiful 
drapes and sheers. The 
kitchen’ is a dream — cer- 
amic tile, curtains stay — 
has central air, finishe 
basement, fenced rear 
yard, plastered garage, 
landscaped front and back. 


Call RUBY ARNETT, Broker 
: 877-5187 


GRANITE CITY— ~ Brick 
duplex-just 2 years young-Each 
side has 1% baths-2 bedrooms- 
ait’ conditioning-utility room-1’ 
side carpeting-attractive, good 
construction, good neigh-; 
borhood-Good income. Earl} 
Jackson Co., No. 1 Powder: 
Creek Dr. Belleville, N17 att. 


HOLIDAY SHORES-new home- 
brick & frame split foyer 
residence not yet completed-3, 
big bedrooms-dining room-2 


876- 0191 
452-3076 


Mondays Buy 
of the Week 


baths-big lot-2 cedar sundécks-T 
intercom-2 car attached drive. 
Earl’ 


under garage-hs-wd, 
Jackson Co., No. 1 Powder 
ets Beitevilash: 18 18tf 


basement, well, yard 
-patio. Price reduced for quick’ 
sale. In North High School area. - 


2416 STATE 
5 room: brick 
bungalow, close to 
everything, 2 
bedrooms, living 
room, kitchen, fenced 
rear yard. 


Ivon Pomeroy . 876-6491 


Duke Wade . . 877-0061 | back yard ‘ard Prefer tid Seath 


High. Call 676-0028. 113 


] 2575 WATERMAN: 


Send replies 19 Box 3, CO" | 


ag sess 
REALTY CO. 


1907 EDISON AV 
* Serving This Area For 72 Years 


First 
| offering on this 6 room brick 
| ranch with full basement, 3 
bed rooms, built-in kitchen, 
attached garage, heated in 
ground swimming pool..Can 
give immediate possesion. 
I 876-4400 for appt. - 


2532 STRATFORD. LANE: 
Take a look at this brand new 
brick and frame ranch style 
home on landscaped §1'x130’ 
lot. Home features full dry 
basement, 3 bedrooms, 134 
baths. Eat in size kitchen, 2 
car attached garage. Located 
in desirable Parkview School 
District. PRICE REDUCED 
and we will trade. 


2536 STRATFORD LANE: 
Call 876-4400 to inspect this 
‘English style split-level with 3 
bedrooms, 1% baths. Big 
family room. Kitchen-dinette 
combo with sliding doors, to 
patio, PRICE HAS BEEN 
REDUCED & WE WILL 
| TRADE. 


ATTENTION SELLERS: List 

your property with MORRISS 

REALTY ~CO. We have 

qualified buyers waiting for 2 

or 3 bedroom homes in any. 

location. We afford you fast, 
competent and_ professional 
\| service. Cali 876-4400 to list 
| your property. 


PRICE REDUCED: Be sure 
to call about this commercial 
bldg. on the corner of Nied. & 
State. 1st floor has 3 tenants. 
2nd floor could be remodeled 
to professional office or 
apartments. 


OFFICE PHONES 
876-4400 — 451-7880 
Afters 
SALESMEN PHONES 
ART HOFF—876-4461 

h Morrlsis—Broker 


MORRISS REALTY CO. 


1907 Edison Ave. 


2253 LEE: Granite City. 3 

bedroom modern home) full 
basement, garage. Maack Real . 
Estate. Call 344-8442 or 344- | 
An. ! 1.10 30tf 


‘SMALL HOUSE to be moved 7 
‘from present location, Make 
offer. Call 113) 
4 ROOMS th in West 
Doniphan, Mo.°$5000, Call 877- 
7357. 1113 


ee ae a tS 
FOR SALE by owner: 3 
bedroom brick, 12x18 sunken 
living room with cove ceiling, | 
built-in kitchen, dining room, 
1% baths, central air, -full 
finished basement, attached 
garage, fenced yard, patio. Call 
931-6358. 11110 


na 
INCOME ~ ‘PROPERTY: 2 
houses on’ one lot, never | 
vacant. Call 931-4659. 11110 


6 ROOM HOUSE out of city 
limits. Large rooms and 
igarce? spot. Call 876-9502 or 931- 
1113 
BEDROOM FRAME, 
ol Bavement garage, large 
living room and kitchen. Priced 
at $17,950. Call Ruby Arnette, 
broker, 877-5187. «11110 
IN SOUTH ROXANA: 3 
bedroom home on 50’ lot with 
150’ more available. Charming | 
as a doll house but very livable, 
has bath and half, big living 
room and kitchen, central air, 
built-in cabinets, fully carpeted, 
only 2% years old. You can't | 
beat this price of $17,400. You do 
not smell the refineries here. 
Call Ruby Arnette, broker, 877- 
5187. > 11110 
JUST COMPLETED: Mark 
Trail~Glen Carbon, 3 blocks 
from new Cottonwood bank. 100° 
lot with large trees. Split foyer, 
2 bedrooms, large kitchen, 
dining -room . with ‘cathedral 
ceiling, air conditioned, dish- 
washer; disposal, walk-in 
pantry, patio~deck, lower: level 
ready to finish, as “needed, Will 
consider trade, $32,000. Call 656- 
8267 or 656-2023. 11118 


BY OWNER: 4 room house all 
paneled with hardwood floors, 
furnace. Outside needs 
work. In Lincoln Place, $5500 
cash. Call 876-4981 or 877- 
‘3696. 1116 


XX ee SLs 2 


FORSALE 
PTS. 2-B-BUILT © 
2 INVESTORS. | 
Available in small 


unitage 6f.4 or more 


- FINANCING 
AVAILABLE 








x 


Lior] ts certo 1 ey ya ° Latelthiot me colmitotehs 6 § Apts. for Rent Zi 


2612 ANGELA, desirable 

location, brick. Attractive 3 
bdrm. ranch, lg. country kit- 
chen, clean & neat. Z.ow 20's. 
Call today! Ira E. Berry, Inc., 
1121. Vandalia, 345-6565, 
Collinsville. 21120 


BY OWNER. Home with lovely, 

furnished, rental apartment. 
Three blocks east of new 
Venture store at 3325 N. 62nd, 
outer Fairmont City. See to 
appreciate. 2116 


5° ACRE TRACTS, zdned 

agricultural, | beautiful 
location, I-270 and Rt. 159, five 
minutes to -new Olliver C. 
Anderson Hospital on Rt. 162. 
Financing available. Call 1-288- 
7685. 21113 


Mobile H. for Sale 5A 


LARGE MODERN mobile 

home lots for rent. Electric or 
natural gas heating. City water 
and sewer. Bus. Call 874- 
2360. 5A 11 24 


WHY RENT your mobile home 

space? For $600 down and nd 
closing costs you can own’ your 
own lot. Call 877-1900 or 451- 
7788. 5A 9 20 


hs ih a 
\\GOOD 12 wide mobile home for 


sale. Call 87: 5A 11 24 


1970 — 12 X 60 — 2 bedroom. 
Fully carpeted, furnished, air 
conditioned, skirting, new shed. 
ue good ‘condition. Call 931- 
5A 116 

MOsILE” HOME - 1972 
“Valiant” 12x60. 2 bedroom. 
Additional 4’ open out living 
room, 2 baths, extra good stove 
& 2 door refrigerator, Call (618) 
451-9731 askfor Walt. 5A 1113 


1973 VINDALE 12x65 2-bedroom 

with dining room. Located on 
private lot. After 5 p.m. Call 797- 
0863. SA1L3 


12x70 2-BEDROOM, furnished, 
$500 down and take over 
“ payments of $103 monthly. 
Sunny Shores, Call  797- 
0329, 7 5SA113 
1972 UNFURNISHED except 
stove and refrigerator, 12x60. 
2003 Bryan. Call 876- 
0305. 5A 1110 


12x60 2-BEDROOM, many 
extras. Call 931-1392. 5A 1110 


1972 BIGELOW, 12x65, 3 

bedroom, bath and %, like 
new, skirted, new porch and 
carpeting. Call 931-4494. 5A 11 13 


MOBILE HOME for sale. Will 

take boat, motorcycle or 
furniture as down payment, 
Call 797-0390. Holiday Mobile 
Home Sales, State Route 35, 
Granite City, II. SA 11 27 
STOP IN and see us at Holiday 

Mobile Homes Sales, Route 
35, between 111 and 157, Granite 
City, mM. 5A 1127 
ARE YOU RENTING? Kick the 

habit—trade your furniture 
fora brand new beautifully 
decorated 2 or 3 bedroom 
mobile home. Payments lower 
than rent. Low down payment. 
Holiday Mobile Home Sales, 
Route 35, Granite City, 
Dis 1127 
NOTICE: We have a complete 

new selection of 12’x14" wide 
mobile’ homes. Choice of fur- 
niture and carpeting available. 
Holiday Mobile Homes, Route 
35, Granite City, Il, Ill. 5A 11.27 
ATTENTION: Holiday Mobile 

Homes has now consolidated 
their two sales lots into one huge 
sales arena. Largest selection 
of new, used and repossessed 
homes in the area..75 model 
clearance sale now in progress. 
Call 797-0390. Holiday Mobile 
Homes, Route 35, Granite City, 
Mlinois. SA 1127 


TAKE OVER PAYMENTS— 

1972 Eagle, 12x60, 2 bedroom, 
$111.50 per month. Call 797- 
0390. SALL 27 


Lake =e IAL kus OQ 


5 ROOM HOUSE. 2900 Madison 
Ave; Call 451-9511. 6116 


5 OR 6 ROOMS, near hospital. 
Call 876-9502 or 931-4079. 6 113 
3 ROOM UNFURNISHED 
HOUSE, basement. Adults 
only, no pets, Available Nov. 1. 
1701 5th St., Madison. 6113 


COTTAGE IN the country, 

spacious rooms, air, lovely 
yard, only $100 rent. Call 1-398- 
2053, Rent-A-Home. 613 
ALL LANDLORDS: Call Rent- 

A-Home today if you have a 
vacancy. We can send you 
qualified tenants that meet your 
own requirements. No cost, no 
obligation. We stop unwanted 
phone calls. Call 1-398-2053, 
Rent-A-Home. 6113 
3 ROOMS, in Madison. Couple 

preferred, no pets, adults 
only. Call 876-7001. 6113 
3 OR 4 BEDROOM HOUSE, 

basement, dining room, 
fenced back yard. Kids-pets 
OK. Call 1-398-2053, Rent-A- 
Home. 6113 
COUNTRY HOUSE, with 3 

bedrooms, basement, car- 
port. Kids-pet OK. Ideal area. 
(Fee). Call 1-398-2053, Rent-A- 
Home. 6113 
4 ROOMS ON 2808% Myrtle. $85 

per month, Shown 5 to 7 
p.m. 616 


“ FURNISHED 3 ROOM HOUSE, 


ouple. Apply 803 Grand.' 
eH 6116 


4 ROOM unfurnished house, no 
‘utilities furnished. Large 
yard, laundry facilities, gas 
heat, carpet. Private. No 
children. No pets. $100 per 
month plus deposit. 1718A 
Grand Ave. Call 876-9152. 611.6 


3 ROOM HOUSE unfurnished. 
Call 876-8322. No: utilities 
furnished: 6113 


Bedroom 
‘Town Houses 


4029 GASLIGHT WALK 
Apartment 4 


931-6163 


CLEAN 2 and: fine ae 
apartments. wi 
Reasonable rates. No pets. 3000 
East 23rd. 7115 76 
Se ee ee — 
2&3 ROOM apts. Furnished or 
unfurnished. Utilities paid. 8 
to5 p.m. 1939Grand Ave. 7113 
4 ROOMS— with yard. $75 
month. Venice area. Call 344- 
5677. 718 
APT, for rent in downtown 
Granite City. Stove and 
refrigerator furnished. Newly 
decorated with carpeting. No 
pets. Call 344-2767. 7113 
NICE 12 wide mobile home for 
rent. Bus, Adults only. Call 874- 
2360. ; 71124 


2 BEDROOM 4PT., all utilities 

paid. 1803 Collinsville Ave., 
Madison. Call 451-6220 after 5 
call 1-288-7164. _ 7143 
3 ROOM FURNISHED APT., 

all utilities paid, newly 
decorated. Adults only. 2501 
Washington. Call 451-9160. 7 11 3 


| A Great Place to Live... 


BECAUSE WE MADE IT THAT WAY! 


MOST MODERN 
1&2 BEDROOM APARTMENTS end 
2 BEDROOM, 1% BATH, TOWNHOUSE 
WITH SWIMMING POOL and ALL THE LATEST CONVENIENCES 


VILLAGE APARTMENTS 


‘NEW MANAGEMENT 


Entrance 2600 Pontoon Rd. 


Phone 931-5356 


_Manager 3905 Village Lane—Apt. D 


Now Leasing :. 


@ 


2 Bedroom 
Kitchens; Gas Heat and Central 
+ Wall to Wall Carpeting 

and opplicotion for lease . . 


Country 


% Living Room with Dining Area 


# Ceromic Tile Bath 
call 931-1590 or 452-8118 


- Modern New Apartments 


PONTOON PLAZA APARTMENTS 


Club Living With Private 
Swimming Pool 


x Complete GE 

# Full Basement 
& For information 
today 


Air-Conditioning 


APARTMENT MANAGER IN APT. No. 7 


Gas 


ght Walk Apts. 


' UNDER NEW MANAGEMENT 
2 BEDROOM TOWN HOUSES 
eCorpeting eOrapes electric Kitchen 


© Modern 


24-HOUR SERVICE 


© Decorated 


Resident Manager on Premises at 
4037 KATHY DRIVE — APARTMENT 1 
Phone: 931-6332 


Sir John’s Court Apartments 


2700 CENTER ST. 
1 and 2 bedroom apts., carpet, 


drapes, electric 


kitchen, water. 


CALL MANAGER 877-2277 


2 ROOM FURNISHED APT. 
2208 Washington. Inquire side 
door. Mature. 7116 
2027 CLEVELAND, efficiency, 2 
rooms and bath. Private and 
convenient. Call 344-8035. 7 113 


AREA'S LARGEST 2 bedroom 

townhouse, 1200 sq. ft., large 
closets, newly decorated, 
range, refrigerator, disposal, 
drapes, carpeting, central air. 
Water furnished, $175, one year 
lease. Kathy Drive. Call 931- 
2690. 7u3 
FURNISHED: 3 and 4 rooms, 

private baths, “automatic 
heat, utilities furnished. Call at 
2003 Missouri. Also 3 space 
heaters. with thermostat, 
blowers and controls. 7113 


UNFURNISHED APT., 3 large 
rooms, newly decorated, 
carpeting, private entrance and 
off-street parking. No children. 
Upstairs. $79 monthly. Call 877- 
4110. 7113 
2 BEDROOM BRICK DUPLEX, 
carpet, utility room, attached 
garage. Call 931-3068 after 6 
mn. 713 

1 BEDROOM FURNISHED 
oo Call 931-6340 or 877- 
7113 


UNFURNISHED APT., 3 
rooms, Phone 931-1235. 7113 


TWO 1 ROOM APTS., cooking 
facilities, furnished. Men 
preferred. Call 876-2355 or 876- 
‘7837. 713 
3° ROOM UNFURNISHED 
APT., upstairs, private. 2300a 
State St. $75 month plus deposit. 
No pets or childreh. Call Whitt 
Realty 877-3900- 7 10 20tf 
3 ROOM HOUSE, bath, un- 
furnished, newly decorated. 
Couples only. Call 877- 
5366, 7 10 30tf 

MODERN 2 BEDROOM, adults 
only, no pets: $145. 
Relerstnes required. Call 877- 
7:10 30tf 


SQ Se OO 
2 BEDROOM GARDEN APT., 
central . air, refrigerator, 
range, garbage disposal, 
carpet, drapes and water paid. 
Call 931-3842, - 713 
CLEAN“ UPSTAIRS, back 
private entrance, 3 rooms, 
bath, central aix; partly fur- 
nished, all utilities paid. Adults 
only, no pets, Ideal for single 
working adult or retired adult, 
Call 876-1969. 7113 


EFFICIENCY APT., drapes, 

wall to wall carpeting, all 
electric’ kitchen, -off street 
parking. Adults only. Phone 876- 
4905. 7u3 
DUPLEX: Carpeted furnished 3 

rooms, $75 and $110. Call 931- 
2344 or 452-3047. 7113 


3 ROOM APT. available now, 
$100. Call 877-3000. 


Adulfs only. 506 State, Madison. 
Call 876-5676. 7116 
APARTMENT: Freshly 

painted 2 rooms, nice fur- 
niture. No children, no pets 
: 1726 Edison. ° 7116 
4 ROOMS AND dinette, un- 

furnished, upstairs, $120. 
2421a Edison. Call  452- 
4148. 7113 


2332 LINCOLN: 5 rooms, 

utilities furnished. Call 877- 
3523. ais 
NICE’CLEAN $ room furnished 

apt., all utilities paid. Call 876- 
5409 after 5. 7116 
2AND 3 ROOM furnished apts., 

various locations. Low rent, 
everything paid. Call 876- 
1562. 71127 


3ROOM FURNISHED APT.: 
Nice, adults, no pets. Call 877- 
5485. 7116 


3ROOM FURNISHED APT., no 

pets, $27 per week, water 
furnished. Inquire 920 
McCambridge. Call 452- 
3378. 7113 
2 FURNISHED ROOMS, one 

man. 2410 W. 20th St. $50 per 
‘month. Phone 876-5242. 7116 
5 ROOM UNFURNISHED 

APT., water furnished, $100 
per month. Call877-1900. 7116 
CHOICE 2” ~ BEDROOM 

Townhouse, Gaslight Walk. 
Call 877-1900. 17116 


2 BEDROOM~ TOWNHOUSE, 

furnished. See to appreciate. 
Call 876-2600, TraveLodge. 
Excellent condt. 713 
MADISON— 5 large rooms, 

carpeting, drapes. No pets. 
Deposit & 2 references 
required, Call 876-4484... 7116 


GCT RESULTS 


Ltautoians 


sleeping rooms for 
men. 1513” Second ‘Street, 
Madison, Gall 86-0218. _8 7 12t 


NICE SLEEPING room in 

private home. Gentleman. 
2488 Cleveland. Call '_451- 
7462. fi 816 


SLEEPING, cooking, lady or 
~ gentleman, alcohol or nar- 
coties not. permitted, elderly 
-welcome. Call 876-7079. 8 113 


Netto mile chs 4] 


STORES FOR BENT: 

Maryland Plaza Shopping 
Center. Choice locations. Call 
Leo Wolf Management Co. 452- 
8118, 9 6 19tf 
STORE OR business space on 

Nameoki Road. 800 sq. ft. 
parking. Call 797-0223. 9113 
LARGE STORE BUILDING: 

Modern, near American 
Steel. Ideal for restaurant or 
office. Call 876-9159 913 


PRIME 
LOCATION! 


In Crossroads. Shop- 
ping Center. Adjacént 
to. Central. Hardware. 
800 to 2300 Sq. Ft. 


CALL 
452-4132 


STORE OR OFFICE: 

Niedringhaus. Heat, , hot 
water, ample _ parking. . Will 
alter. Call 876-2383 or 314-432- 
6283. 925 tf 


BELLEMORE VILLAGE 


Choice location, 2000 sq. 
ft. Available for immediate 
occupancy. 


314) 531-7739 


FOR LEASE or sale: 14th State. 

Old Club Boundary tavern. 
Ideal for any kind of business or 
organization, all or part. Call 
876-3748. 10113 


TrailersforRent 11 


LOTS FOR mobile home or 
campers by Sun and Fun. 
Phone 931-4141. 1113 


2 BEDROOM FURNISHED, 
couple or with one child 
preferred. No pets please. Pat's 
le Home Park, 4150 

ion, Pontoon Beach, 931- 
0758. 114 17tf 
LARGE NEW TRAILER, no 
small children or pets, ‘$150 
month and security deposit. 
Phone 452-1390. 11ir3 


Late Ei adhe: v3 


WANTED: 2 or 3, bedroom, 

basement and garage, large 
down payment. Reasonable. 
Call 877-2735. 


1245 


feelers 


SALE on 
AU DEMO'S 
or 80_pre- 
‘owned cars to choose from. 
COLLINSVILLE 


VOLKSWAGEN & BMW 
1832 VANDALIA 
COLLINSVILLE 345-5500 


HIGHEST PRICES paid for 

junk cars. You call, we haul. 
J. & L. Recycling Center. 931- 
3051. 


We Pay Cash for 


GOOD CLEAN CARS 
Any Make or Model 


LaRUE’S AUTO SALES 


2261 Madison Ave., 877-6304 


1967 PONTIAC, bad engine, 

$100; as is 1968 Plymouth 4 
door, A-1 shape, $595. Call 9a1- 
0855. 15113 


1969 CHEVY Impala 350 | 
automatic, green with black | 
vinyl top. Power steering, air 
cond. $800. Call 877-0922. 15 116 | 
1967 MUSTANG, $500. 
Call 797-0898. 15113 
1966 FORD LTD 2 door hardtop/ 
PS, PB, air, excellent cor. 
dition, must see, $600. Call 877- | 
4355. 


1963 STUDEBAKER, 1955 
Chevy 327 with 4 speed. Call 
931-5090. 15116 
1968 CHEVROLET 4 speed 327, 
$210; 1972 Bultaco 250 Astro 
flat track, $450. 2404 Glen 
Place. 


1965 CHEV. % ton pickup with 

camper shell with new tires | 
and mags, $675;. 1962. Ford 
Fairlane, don’t run, $70; 1969 
Olds station wagon, runs godd, 
$395. Call 451-9225. 15113 


1973 GMC % ton pickup, auto., 
air, steering, brakes, bucket 
loaded. Call 


seats, 931- 
3168, 15116 
ist RICK, 6 cyl., good 


catpeen 


121110 


151127 | 


15116 


fot-Ta ecole t-1 Cd 1k) 


1966 CHRYSLER} New Yorker. 

Full power, plus pewer. 
windows, new transmission, 
less than 1,000 miles. Call 877- 
0539 8 a.m. to noon, b16 


1967 CHRYSLER. NEWPORT, 
$300 or best offer. Call 876-5057 
or 931-5373. 15113 


1967 CHEVY PICKUP with 36” 

cover, air, ‘283 motor, ex- 
cellent’ condition. Call’ 931- 
2513. 113 
1975 DATSUN 710 wagon, A-C, 

am-FM. Call 931-3225. 15113 
1975 DATSUN PICKUP, 4000 

miles,; A-C, carpet, stereo 
multiplex, fiberglass top, 
trailer hitch, mag wheels, 9 
month warranty. Call ‘931-5071 
after6 p.m. 15.113 
1966 MALIBU, $350, real sharp; 

motorcycle trailer for three 
bikes, $185. Call 451-9708. 15 113 
1965 MUSTANG, 6 cyl., stick, 

$395. Call 876-1468. 15113 
1969 CHEVELLE SS, 427 cu. in. 

(Corvette), 3-speed (hurst), 
posi., PS, power disc. brakes, 
factory 8-track, mags and many 
extras, clean, $1295. Phone 877- 
7073. 15113 


1972 PINTO WAGON, auto., air. 
Call 87-8484. 15113 
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Meet our outdoor fam 
for your outdoor ‘cay 
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‘Seoul 


Ours 'is the new family of Scouts for '76. Rugged. Durable. Fun. 

Like the new four-wheel drive Internationale Scout Travelerm, big enough 
for an outdoor family, with more room for plenty of gear.In fact, 103 cubic fnet 
with the optional rear seat folded down. 

The new Scout Terram is the first right-sized four-wheel drive pickup. Built 
to get sportsmen with a lot of gear off the beaten trail. It's the only pickup made 
with 11 cubic feet of in-cab, “lockable” storage—standard. 

And the rugged Scout Jl. Maneuverable enough to go where most other four- 
wheelers fear to tread, yet big enough to carry everything you need. 

All the new Scouts have four-cylinder engines for fuel economy. Or a choice 
of two powerful V-8's to match any driving need. 

So make the introduction. Bring your family ov; 


Scout the America others s puss by 


SWEENEY CHRYSLER-PLYMOUTH 
Broadway at Main, Alton Phone 465-0021 
See your International Harvester Dealer 


The Mathews Gang Has Captured The Indians 
That's Right — The Indian Motorcycle Is Here Now 


SOME PRICED 
AS LOW AS 


$34950 


One of the Oldest Names in Motorcycles That Have 
Proved Themselves Through the Years to Be Great 


We've Got 'Em To Fit Every Pocketbook _ 


And Everybody 


Financing Available — Indian Low Down Payments. 


MATHEWS CHEVROLET 


YOUR HOMETOWN DEALER 


| 





451—7913 


SEE JACK, BOB, MONK, NICK i 


GRANITE City DODGE 


1911 MADISON AVE. 
74 CORVETTE T-TOP Loaded, Like New Metallic Blue 
772 OLDS 98 2 DR. HARDTOP 


LS. Model P.S. & Brakes, Air Conditioned, AM/FM Stereo, One local Owner, 35,000 miles. Like New Tires. 


’65 EL CAMINO V-8 AUTOMATIC 
769 CADILLAC COUPE De VILLE run power, arc 


65 VW Economy Car, Runs Good . 


Phone. 876-3564 


“68 CHEVY CONVERTIBLE Runs Good, soos Automatic 
’69 INTERNATIONAL TRAVELALL 
768 DODGE WAN cxticican, price tose 


"72 PONTIAC GRAN PRIX 
-73 CHEVY LAGUNA 
73 MERCURY MONTEGO 


J Model, Steering, Brakes, Air, Extra Clean, 
Steel, belted radial tires 

18,000 Miles, 1 Owner, Automatic, Power Steering 
Brakes, Air, AM/FM Stereo 


Brougham, Power Steering 
Brakes, A/C, 1 Owner 


71 CAMARO 6. a Standard Transmission slave eiaaes é 
712 CHARGER Small V-8, Automatic, Power Steering, A/C .....2.....6 00.0.0. cee ee 


75 CHEVY NOVA CUSTOM 


"74 MAVERICK 
72 HORNET 6-Cyl., Automatic Transmission, Extra Cen ibas gistes teat ce Rees 
”72 DART SWINGER 2bx. tarstp, pone seeing, A/ -Vinyt Root 

12 OPEL 4 Speed, Economy Car 
71 FORD TORINO 500 Small ¥-8, Automatic, Power Steering, A/C - Vinyl Roof . 
71 MUSTANG 6-Cyl., Automatic, Power Steeting, Bucket Seats, Vinyl Roof 

73 WW BUG 





46,000 Miles, 
Standard Transmission, New Tires... .. 


GRANITE CITY DODGE 


1911 Madison Ave. \-Phorie'876-3564 


4 Door Sedan, Automatic, Power Steering 
Steel Belted, Radial Tires, 2,000 Miles . . 
In Like New Condition 


4 Door Sedan, Showroom Clean, 6-Cy! 


Automatic, 
Power Steering, Super Clean Car 


1308 
age ei age 

1795. 
1295 | 
91998, 
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Cars for Saie 15@ Cars for ae US 


WE BUY CARS 
FOR CASH 
GRANITE CITY DODGE“ 


1911 Madison Ave. — Phone 876-3564 


See JACK 


sweet APTA No ewes 
VOLKSWAGEN 


COMPUTER DIAGNOSIS 
$ 4? 5 FULL PRICE : 


WITH THIS AD 
(MUST PRESENT AT TIME OF APPT.) 
FOR YOUR 1967 OR LATER MODEL VW, 
WE WILL PERFORM UP TO 74 AUTO- 
MATIC COMPUTER CHECKS, (DEPENDING 
ON THE YEAR AND MODEL), INCLUD- 
ING THINGS SUCH AS... 
e Ignition Timing ,@ Headlight Alignment 
@ Point Dwell @ Front Suspension 
© Spark Advance Clearances 
@ Charging Voltage e Tire Wear 
@ Battery Condition @ Engine Compression 
Lighting System e Exhaust System 
e Brake System 
AND MANY, MANY MORE 
YOU WILL RECEIVE A COMPLETE 
COMPUTER PRINT OUT... 
LIMITED TIME OFFER... 
(NOV. 3 1975 THRU NOV. 14, 1975) 
BY APPOINTMENT ONLY ; 


345-5500 


COLLINSVILLE 
VOLKSWAGEN/BMW 
1832 Vandalia, Collinsville 
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MUST SELL: 1670 Ford van’ 


300, carpet _ paneled, 
suspended ceiling. See to ap- 
preciate. $2000 firm, dealers 
welcome. 1974 Yamaha Enduro, 
1000 miles, adult driver, helmet, 
“tools, excellént condition, $575. 
Call 931-3120. 15113 
1963 FORD GALAXIE, good 

condition, $150. Call 876- 
3681. 15113 
1975 TRIUMPH TR7, 5000 miles, 

AM-FM stereo, $5300. Call 
451-8095. 15113 
‘VW BUS, 1968, seven passenger, 

good condition. Call 876- 
0784. 15113 
1953 DODGE % ton truck, -6, 

plus extra motor, already 
BBG passed inspection, $250. Call 
877-4117. 15113 
1963 JEEP UTILITY WAGON 4 

wheel drive. Call 876-1212 ask 
for Kent. After 6 p.m. call 797- 
0239. $750. 15113 
1969 DATSUN 200 ROADSTER, 

$1295, Call 931-4282. 15113 
1967 PLYMOUTH, air, steering. 

* Call 876-1904 after 5. 15 113 


1974 MAVERICK, 6 cyl., air, 

auto., power steering; 1975 
Ford LTD 4 door, power, air. 
Both low mileage, excellent 
condition, Budget Rent-A-Car, 
18th and Edison, Call 877-4390 or, 
876-4480. 15116 
1971 FORD LTD 4 door,. A-C, 

vinyl] top. Call 931-0310. 15 11 6 


1964 CHEVROLET, auto., $475 
Call 876-3822. 15116 
1957 FORD PICKUP TRUCK, 
Honda 150 motorcycle, 
refrigerator, breakfast table. 
2229 Ohio Avenue, come“after 
3:30. 15116 
1973 BUICK ELECTRA 2 door 
hartop, excellent condition, 
air, vinyl top, AM-FM stereo, 
full power, $3495. Call 931- 
4792. 15116 
1966 CHEVY IMPALA, power 
steering, air. Call 931- 
151110 

1950 CHRYSLER, mint con- 
dition, Can be seen at Pontoon 
Mobil Station. Have to sell, will 
take $800 firm. 15 11:13 


1966 DODGE VAN, custom 
paint, $700. Call 876- 
Bo ins 


For Quick and Efficient Service 
On Your Car or Truck 


STOP IN AND SEE 


GEORGE KUHN 


SERVICE MANAGER 


WE SERVICE ALL MAKES" 


B. E. HOHLT, INC. 


1837 MADISON AVE. 


GET IN ON 
GRANITE'S 


GRANITE CITY, ILL. 


GRREEAT { 


CLEARANCE SALE OF 


NEW 1975 CHRYSLERS & PLYMOUTHS!!! 
SAVE YOURSELF A BUNDLE WHILE 20 LAST! 


CHRYSLERS INCLUDING CORDOBAS. YOUR CHOICE. . . 5500 


(ORIG. STICKER PRICES FROM $5923 TO $7055) 


2 GRAN FURYS. LOADED WITH EXTRAS. CHOICE ......- 4800 
6 SMALL FURYS. ORIGINALLY $5180 TO $5560 ...... 4600 


5 6 CYL. VALIANTS AND DUSTERS wir AIRCOND..... 53900 
3 VALIANTS AND DUSTERS iii AIR COND. EACH . . ‘3500 


1 COUPON - BONUS 


' PURCHASES MADE NOV. 1 TO NOV. 15 WILL RECEIVE 100 
' GALLONS OF GASOLINE FREE WITH THIS COUPON ' 


‘100 GALLONS GASOLINE 


Ronson ee oe 


COUPON 1 
0 


CHOOSE NOW WHILE THE COLOR & EQUIPMENT SELECTION 


\S GRRREAT/ 


\ 


SEE MAT MATSON or EARL GLENN or STEVE RAINS at 


Say 5 at Thaas 


on 


or | GREREAT: / PLACE TO DO BUSINESS 


19TH & GRAND 452-3137 


GRANITE CITY 


1962, OLDS 88, runs good, needs 
radiator, $75. Call 876- 
4496. 15113 
1972 FORD VAN, one ton, low 
mileage. Call 931-0199. 15116 
1965 VW. Call 876-0657 after 5:30 
p.m. 15116 
1874 DODGE, power and air, | 
»AM-FM tape player, vinyl | 
top, $2395. Call 877-1213. 15116 | 
1967 OLDS CUTLASS F885, $300. | 
3236 Edgewood. 15116 ff 
1972 CHEVY IMPALA, nice and 
clean. 2536Jerden. 15113 
MUST SELL: 1969 Plymouth 


Fury III, best offer. Call 452- 
4752 or 452-5337. 15113 GUITAR LESSONS—Learn to” 


1375 GRAN TORINO Brougham fs guitar. Sign up now for 


Misc. for Sale 


RENTALS 


Typewriters, Adding 
Machines, Calculators, 
Electric and Manual 


Business or Home Use” 


GRAHAM'S BUSINESS - 
PRODUCTS, Inc. 


3220 NAMEOKI ROAD 
452-1199 and 87-1015 


Ford, 4 door, white, blue lessons at Fornaszewski Music 
interior, 16,000 miles, $4100 or Store, 3009 Nameoki Road. 
consider trade for smaller car, Phone 877-3475 or 451-6515. 
Call before 4:30, 877-6955. 15113 Rentals available. 172 15tf 


1965 BUICK, one owner. Call 
SEARS 


876-5815. 15116 
1974 SUPER BEETLE 4-speed, 
Kenmore | Washer 
a 


air, low mileage. Still on 
warranty. 25 to 28 mpg. Call 344- 
2515. 15116 
’69, FORD %-ton pickup. $650. 
Call after 5 p.m. 876- 
2609. i116 
1972 VEGA G.T. Hatchback, 4- 
speed. Factory air, mag 
wheels, extra, extra clean. Must 
sell! Call 931-4666. 15116 
1964 OLDS, 50,000 miles, 2nd 
owner. Excellent condition. 
$400. 876-1692. 15116 
‘68 DODGE VAN— Needs body 
work, $600. Call  931- 

. 151110 


Dryer Owners 
We have parts to repair 
your machines. Bring your 
model number to buy parts 
or call us for fast service. 


SUPREME 
APPLIANCE 


2109 Johnson Road 
452-5315 & 877-5559 


ATTRACTIVE custom built 
bar—All Formica, 

6’x2%2'x3%’—Includes dry 

and four chairs. Call 344-0976 

aafter4 p.m. + 17 tf M&T 


|BANJO LESSONS— Sign up 


i A | t Fi ki M 
Now Registering] sore: soos nameoii. call 77 

BEGINNERS |3475 or 451-6515. Rentals 
TOLE & DECORATIVE javadlable. 17 2 10tf 


|CORONET, TRUMPET 
PAINTING CLASSES lessons. Sign up now at 
Morning and Evening 


Fornaszewski Music Store, 3009 
CRAFT CABIN 


Nameoki. Call 877-3475, or 451- 
6515. Rentals available. 17 2 10tf 
Across from Grisby Jr. H.S. 
Open 12 to 6 Mon. - Sat 


USED FURNITURE and ap- 
931-2838 


pliances. 1335 Edwardsville 
HIGHEST PRICES paid for 


Road. Call 452-7153. 17116 
17-FT, SPORTCRAFT boat, 85- 

junk cars. You call, we haul. 
J. & L. Recycling Center, 931- 


h.p. Mercury outboard motor 
3051. 171127 


with trailer and ski equipment 
Call Sam at Reliable Loan — 
FEDDERS 
CENTRAL AIR 


931-2100. 17 9 22tf 
l'TYPEWRITER & adding 

931-2222 | 
- Central Systems, Inc. ‘ 


LA 


machine rentals - late models. 
Manual & electric, three 
months rent applies |to pur-. 
chase. Student discount 
Triangle Typewriter & Sup- 
plies, 1914 State, — 877- 
, 1912. 17 1 9tf 
DRUM LESSONS— Call John 
Any amount. Call 876- Fornaszewski. For more 
7403. 17116 | information call Fornaszewski 
KITTENS FREE to good Music Store, 3009 Nameoki Rd. 
homes. Affectionate, pan |Phone 877-3475 or 451- 
trained, have distemper shots. (6515. =) = 17215 

Call 797-0191. 17116 | COMPLETE pest control 
LEAF BURNING barrelsalso | Professional exterminating at 
rock, chat and dirt, Call 876- | 1ow cost. For free estimate call 
0157. 17.11 20 X-Terminex Pest Control. Call 
97-0892. 177 31tf 


CLARINET LESSONS. Sign up 

now at Fornaszewski Music 
Store, 3009 Nameoki. Call 877- 
3475 or 451-6515. Rentals 
available. 17 3 26tf 


SEWING MACHINE SALES: 
| Service, rentals. New 
Brothers, Nelco, Westerns, 
Dial-N-Sew, , Dressmakers. 
Used electrics, treadles, 
powers. Trade, terms, motors, 
cabinets, attachments, parts, 
vacuum cleaners. | Closed 
! Sundays and Mondays. John 
and Marie Montgomery, 2612 
East 25th 17 12.29 


‘VACUUM CLEANERS Sales— 
Some makes slightly used. 
Hoovers, Kenmores, Eurekas, 


FIRE WOOD — Delivered — 


AKC REGISTERED 


BRITTANY SPANIEL 
Bird Dog Pups 


trained for hunting 
house pet. 


ONLY 4 LEFT 


AFTER 5 P.M. 
2423 MADISON 


MOTOR OILS: Philips Trop- 
Artic, 66, Havoline, Quaker 
State, Penzoil, Shell X-100, 
Permalube, Mobiloil, Golden 
Shell all at discount prices. 


Type A ATF. Earl’s Discount | 
Store, 19th ‘and Cleveland. | Filter Queens, Electrolux and 


i177 sott | Kirby's. Guaranteed. Try in 
your home before buying. Call 
PIANO AND organ lessons— | 976-7953. 171117 


we can teach you to play. Call | wrarriNS CERAMICS — 93i- 


Fornaszewski Music Store, 3009 | 
3645. Start making Christmas 
Nameoki Road. Phone 877-3475 | Fresents now. Beginners 


or 451-6515. Rentals 
available. 


2 CHEVY 14” s! es, 
$60, 2 L60x15 tires, new $90. 
Call 876-682 17113 


ARCHERY EQUIPMENT, 
bows and arrows and all 
hunting accessories. Ramco- 
| Carroll Compounds, Granite 
/ City Archery, 2569 North St. 
Call 877-0391. 17121 


ONE LAWN and leaf sweeper, 

good; two pair window 
shutters, 15x55 in.; 170 ft. 
aluminum gutter downspouts, 
elbows used, good; one new 
furnace blower and motor; one 
leaf bagger cart; two 4x4s, 14 ft. 
long new; one snow tire on 
wheel, 15” for Ford van; one 
front door. 1521Clark. 17113 
WE COPY and enlarge old 

pictures: also enlarge 
Polaroids. Hi-Lite Studio, 1335 
19th St. Call 451-6220. 171110 


30” GAS RANGE. Call 877-3996 
after 4p.m. 


O'DELL"33s" 


100 State St., Madison 


876-6680 


WE BUY and sell used pianos. 
National School of Music. 2100 
Cleveland. Call 877- 
176 12tf. 


HOST Cleans Your 
Carpet Without Water 


Feder & Huber Furniture 
Niedringhaus.& Delmar Ave. / 


FURNITURE— New or used. | 
Before you buy, give Perdue a 
try. Perdue Furniture Co., 910 
Madison Ave. Call 452-7197 or 
877-9385. 173 10tf 
ees. Earl’s Discount’ Store| _ beautiful, $45. Call 877- 
19thandCleveland. _17 7 12tf| - 3185. a7 28 
KING AND queen size mat- 
and box springs, still 
in box, $200 for set. Call 931-1747 
or 931-2124. 171127 
30° CAMPER SHELL, $1! 
camper shell for ElCamino, 
$90; bookcase, $8. Call 876- 
1468. 17113 
2 EXECUTIVE ANTIQUE 
DESKS with chairs, also one 
showcase. Call 931-4729. 17113 
TENT CAMPER, sleeps 6, $120. 
Call 877-1474. 713 


FOR SALE O8 RENT 
FOSTER IDEAL 
HOSPITAL BEDS 
Also, wheelchairs, walkers 
and commodes. 80% reim-| 

bursable by MEDICARE. 


MIDTOWN PHARMACY 
877. 2057 Johnson Ré. 


TRY A PRESS-RECORD 
CLASSIFIED AD 


172 15tf welcome. 36 Victoria. 17 12 1175. + 


17113" 


HOUSE TRAILER, approx. 
8x44. Call 877-4298, after 5 p.m 
call 877-3259. 17113 


18’ FLATBED TANDEM axle 
trailer, $200. Call 876- 
3822. 17116 


omen 
COKE caine ek 3253 
Edgewood. Call 876- | 

. (2.17116. 





USED CARPETING, 85. yards, 

beige, redecorating. 
Shirlwin Drive, Arlington 
Heights. 17113 
FIVE 165 TIRES, 10 plys, 

two 8 plys, eight hole with 
rims. Four safety rims, eight 
hole, 15”. Call 877-3087. 17113 
NEW DELCO BATTERIES, 

cheap: Stone’s, 102 Madison. 
Call 877-4298. 171110 


CLARINET, like new, $100. Call z 


931-1560. 17113 
4i1_POSI-TRACTION Pontiac 

-GTO rear end, sell or trade. 
Call 876-4295 after 5:30 
p.m, 17113 
BRAND_ NEW MOHAWK, 

15’x12@”, green pile, $125. 
Call 931-6083 after 6 p.m. 17113 
MEDITERRANEAN STYLE 

BUFFET also may be used as 
console, $110; 1973 Yamaha MX 
“dirt bike,” 175cc, $373. Call 
931-6657. 17113 
GOLF CLUBS, McGregor irons, 

2 through 8, Sead woods, 1-3- 
4-5, $45. Call 876-2970 after 3 
p.m. 17116 
PIANOS-ORGANS, Sparta. 

Bierman’s warehouse sale. 
New Kimball, Miller spinets, 
walnut, maple. Values to $1095, 
now $565, $695, $795. Used 
spinets from $445. Rental $3 
week. Kimball home organs 
with entertainer, easy two- 
finger play, $1295. Package 
value ‘how $995 (others), Free 
delivery, open Sundays. 316 
College, Sparta. Call 1-443- 
2982, 171124 
TRUCK CAMPERS 

REDUCED: Kom-Pac 6 
sleeper, heater, two burner 
range, icebox, jacks, reduced to 
$1395. Mid States 4 sleeper, two 
burner range, . icebox, jacks, 
used as demonstrator, reduced 
to $995. Fred’s Mobile Homes, 
Ill. Route 3 and Rand, Hartford, 
ml. 171127 
‘PICKUP TRUCK camper shell, 

lightweightluminum in many 
beautiful colors’ with color co- 
ordinated bubble windows. 
Wood lined-insulated, choice of 
heights, diamond windows, full 
camper doors, slider windows, 
luggage racks, ladder racks: 
Fred's Mobile Homes, Ill. Route 
3 and Rand, Hartford, 
m. 1711.27 


MOVING SALE: 2 matching 

large dressers and head- 
boards, one $60, one $40; RCA 
console color TV, good con- 
dition, $75; old wooden rocker, 
$20. 1507 2nd Street, Madison. 
Call 876-6673. 17113 
DRESSER, trunks, iron beds, 

dolls, cookie jars. Monday 
thru Thursday. 2940 Circle 
Drive. wus 


CARPETS AND life too can be . 


beautiful if you use Blue 
Lustre. Rent electric sham- 
pooer $2. Lombardi Paint Co., 
23rd and State. 17113 
LEARN MOTORCYLCE 

MECHANICS, 3 courses 
starting Nov. 4. Motorcycle 
Unlimited, Roxana, Ill. Call 1- 
254-7081 for more in- 
formation. wus 
TWIN BEDS with mattress and 

box springs, like new, $100. 
Call 931-5307. 17113 
IT’S INEXPENSIVE to clean 

rugs and upholstery with Blue 
Lustre. Rent electric sham- 
pooer $2. ReeseDrug. 17 113 
SEASONED OAK FIREWOOD, 

$55 one ton truck load. ‘Call 1- 
664-2753. 17116 
MATED PAIR of angels, 

marble veil, 29 gal aquarium. 
Call 931-5663. 17116 
MALEK LUMBER: Used 

lumber for sale. Kindling 
wood, cheap. 1651 Chest- 
nut. 17116 
WESTINGHOUSE HUMIDI- 

FIER, 8 gallon tank, 2 speed 
fan, $45. Call 877-4542. 17 116 
LADIES WEDDING ring set, 

wore 11 months, size 512, $50. 
Call after 5 p.m. 931-4182. 17 116 
POOL TABLE, mini bike, couch 

and chair. Call 877-5284.17 116 
STEREO MIC MIXER-free 

when you buy 4 Shure 565 SD 
microphones, $65 each. Call 877- 
3071. 171118 
BUILT-IN CABINETS? Call 

Marshall Brooks the father 
and sons cabinet shop. Cal] 877- 
0221. 171127 
DRIVEW. MATERIAL. 

Rock, sand, cement, coal, 
asphalt patch in sacks at the 
yard or delivered by the ton.’ 
Concrete mixer for rent. 8 ton 
dark fine slag, $25 per load. 
Trash barrels each $3. Cont- 
plete line chain link fence, parts 
and gates. Concrete steps. 
Butch’s Material, 1331 Iowa St. 
Call 877-1600. 171127 


2 WHEELS—16.5 eight hole, 
width 6%. Call 877-4062. 17 11 3 
PLAYPEN, highchair, desk, 
bookease, chair, end tables, 
childrens clothes, wardrobe. 
After 6 call 876-9178. wus 
RCA. TV, $10; old. tables, dishes, 
clothes, stroller, misc. 2607 E. 
2ardSt. wus 
NEW HOUSECOATS, gowns, 
slips—iarge, beautiful hand 
embroidered pillowcases, ‘with 
silk thread, nice Xmas gifts; 
ladies clothes, sizes 7 to 22%, 
some new; two pair mens new 
electric socks, portable stereo, 


stand and records, $25; smali 


TV, drapes, spreads, Avons. 
3202 Kilarney. Call 876- 
0216. wus 


a7" 


1971 PLYMOUTH CRICKET, 4 
‘eyL, auto., $875; auto tape 
player, 4 track and 46 tapes, .$35. 
~Calll 877-8476. 17116 
1 FULL SIZE BED springs, 
reasonable. 2318 
Edison. 17116 
VENTURA, steel string, ac- 
coustical guitar with in- 
struction books. Cost $100, 
selling for $50. Call after 6, 451- 
8010. 
CEMETERY LOTS, 
Edwardsville area. Must sell, 
will sacrifice, Call 1-288-9412 
after5 p.m. 171113 
ONE LADIES’ coat— 3 dresses. 
Call 877-4299. 17113 
THREE 14-inch Roadrunner 
rims, $15.00 each. Also fairly 
new Craig 8-track, $45.00 with 
window speakers $55. See at 
2226 State St. 17113 
JUKE BOX—_ Wurlitzer—i00 
record selection. Mechanism 
newly overhauled, $250. Call 
876-6847. 17113 


17 11 6». 


Rummage Sale 17A§ 


GIGANTIC RUMMAGE SALE: 


antique table, dog house, storm © 
door, housewares, toys, variety 
of clothing for men, women and 
children and other misc. 
Monday, Nov. 3 thru Thursday, 
Nov. 6. No sales before Monday. 
3313 Lydia Lane. WAM3 
RUMMAGE SALE: Monday, 
Tuesday, Wednesday, 9-6. 
2673 Center. 17A 113 


GARAGE SALE: 2324 Cardinal. 
Nov. 4,5,6.8to5.  17A 113 
YARD SALE: 2712 Myrtle. Nov. 
3,4, 5.9 to 6. 17A 113 


YARD SALE: Nov. 5, Wed- 

nesday, 9 to 4. 9° Tulip Ave. 
Toddlers clothes, like new, 
highchair, walker, men and 


\ 


‘womens clothes and coats, 


misc., cheap. 7A 113 





VICTOR RED, purple and black 
seal 78 records. Caruso, 
Elman, etc, Call 876-9135. 17 113 
1974 SKAMPER (AMF) hardtop 
folding camper. Sleeps eight. 
Extra jacks & new spare tire. 
Opens ‘to eighteen foot. Used 
seven months. A-1 condition. 
Cost $2000 new. Will take $1700. 
Call 876-7663. 17116 
CHRYSLER big block headers 
and 4-speed Holly 650 carb. 2 
hrs. old, $40. (2) 14” Keystone 
mags. $45. Call 876-1910. 17116 
FENDER DUAL SHOWMAN 
reverb amp head, Bassman 
10” speaker cabinet with four 
12” speakers, new, save 40 per 
cent. Call 877-3900 or 931-3661 
after 6 p.m. W113 
SOLID WALNUT fireplace 
mantel and old chest, Cali 876- 
3588. W113 
MODERN BATH TUB, used 
lumber all kinds for sale. 2034 
Dewey or call 876-8322. 17 113 
ZENITH TV with stand, needs 
some repair. $25. Call 876- 
4044. 17113 
COMPLETE LIVING room 
suite, 3 tableS; recliner chair, 
gold velvet, new; bedroom suite 
complete, box spring mattress 
and four pieces also new, $750 
for all. Call 874-5695 between 4-9 
Monday and Tuesday. 17113 
ENTIRE HO MODEL railroad, 
tracks, tunnels, bridges, etc., 
for sale. Call 877-1005. 17 116 
SELL OR TRADE—for car. 16’ 
fibreglass boat, 100 h.p. 
Mercury, new paint, carpeting, 
etc. Set up for running. Call 452- 
5523. 17116 
FREE PUPPIES. 
Call 797-0948. 17116 
DRIED FLOWER 
arrangements, 50c to $5. Call 
877-1883. 17116 
PEERLESS OIL FURNACE, 
105,000 BTU, complete with 
controls and tank. Call 931- 
3168. 17116 
1973 10% FT. TRAVEL MATE 
pickup camper, self con- 
tained. Call 797-0876. 17116 
1973 FABUGLAS BASS BOAT, 
14% ft., 50 h.p. Mercury and 
all other accessories, trailer. 
Call 797-0876. 17116 
SLAB BACON or link sausage, 
$1.49 lb, Stag beer, 6 pack, 
$1.50. Weiners, 10 Ibs., $5.90. 
Pete’s' Market. Call 876- 
7453. 17.1110 
WASHERS & DRYERS—For 
sale or lease. Lease with 
option to buy. Reconditioned 
and guaranteed, Call 452-5523 or” 
877-5969, 171127 
BARBIE DRESSES, Ken, etc. 
and crafts. Call  876- 
2216. 171215 
COLOR TV, refrigerator, gas 
range, dinette set, stereo, 
dishwasher, electric range, 
recliner, odd chairs, portable 
color TV, king size bedroom set, 
beautiful hanging lamp, 5 piece 
Spanish couch set, living room 
‘sets, chest type freezer, baby 
beds, desk, book cabinet, 
vacuum cleaner, cedar chest, 
stank type washer and dryer, 
air conditioners, day bed, 
bicycles, hideabed, drop leaf 
table, new BBQ grill, highchair, 
nite stands, carpets, black and 
white portable Tv, dining room 
set, wringer type washer, 
radial saw, office chairs, 
portable electric dryer, valet, 
love seat, dresser, portable 
baby carriers, baby walker, 
baby stroller, portable washer, 
upright sweeper, ladies new 
white uniforms, portable stereo 
with 8-track tape deck, beds, 
pright freezer, child’s organ, 
coffee -dnd- end tables, 
cellarette, bedroom set, color 
TV family center, several new 
items, ironstone dishes, coffee 
pot, -beanpot, cookware, etc. 
1335 Edwardsville Road. Call 
452-7153. 17 1030 


Help Wanted 


ASSISTANT 
MANAGER 


Will train for management 
position in Consumer Fi- 
nance. Experience pre- 
ferred. Must be high school 
graduate and have cor. 
Apply in person 


Crown Finance Corp. 
1320 Niedringhaus 
Granite 
‘An Equal Opportunity Employer 


, RUMMAGE SALE: Tuesday, 10 


til 4. 4921 Morrison Road. 
Good clothes, dishes, vases,’ 
curtains, and mise. _17A 113 
GARAGE SALE: Tuesday only, 

9 to 4. Boys clothes, ice 
skates. 3415 Lydia * 
Lane. WANS 
RUMMAGE SALE: Nov. 7 and 

8, 9°30 to 6. 2812 Mar- 
shall. 17A 116 
HUGE-GIGANTIC Maryville 

School rummage .sale: 
Maryville School, 4651 
Maryville Road; Friday, Nov. 7, 
4 p.m. to 8:30 p.m. Saturday, 
Nov, 8, 8 am. to 
Something 
everyone. 


RUMMAGE SALE—. First 

time. Tuesday & Wednesday, 
9 am. to 4-p.m. 5359 Maryville 
Rd. WANS 
2247 GRAND: _ Tuesday- 

Wednesday-Thursday,'9 to 5, 
Some baby things. Bassinett, 
miscellaneous. AWA 113 


c. Wanted 19 


WANTED: Used furniture. Any 
amount. Steinberg . Furniture 
Exchange, 1824 State St. Call 
877-5882. 19 1 2tf 


ANTIQUES WANTED: Fur- 

niture, glassware, clocks, 
kitchenware, anything old. Call 
876-0720. 192276 


WANTED — Used propane tank. 
Reverse charges to phone 488- 
7794, Albert J. Metter. 19 11 13 


WANTED — Anything old. 
Furniture, dishes. Call 451- 
9727. 199113 


RIDE WANTED: Wilson Park 

area to downtown St. Louis, 
8:30 to 4:30. Call 877-2316. 19 113 
WANTED: 4 speed tran- 

smission for Mustang, 200 
engine, 1966 or up. Call 877- 
3183. 19113 


WANTED: Small block Ford 
parts, high performance. Call 
876-4295 after 5:30p.m. 19113 


“BUYING silver coins. 1964 or 


before. Call 931-6564. 191276 


WANT TO BUY: Tray for a 
Rex-Stroll-O-Chair, Call 877- 
2364. 19113 


HIGHEST PRICES paid for 

silver and gold coins, coin 
collections, old gold. Call Bill, 
anytime, 876-5711. 19113 


WANTED: Mature woman to 
share my lovely home, close 
to shopping centers, bus, bank, 
restaurants, etc. Write to Box 
28, c-o Press Record. i916 ! 
GOT SOMETHING TO/SELL? 
We will sell it for you. 1812 
State St. Phone 876-8321 or 876- 
3716. 19 11.27 
WANTED: TV's, refrigerators, 
freezers, gas stoves that work 
or don’t work. 1812 State St. Call 
876-8321 or 876-3716, 191127 


> 


ERR te Opp. 21 


MOBILE HOME Park: Near I- 

270, Illinois side, 96-pads, 100 
per cent rented, $485,000. 
Others, including Rio Grande 
Valley, . Texas. Nationwide 
Motel Brokers, Bauman Realty, 
204 Jersey, Normal, Ill. 309-452- 
17. 211113 


en celeteke! py 


Newsboys or Girls 
Neighborhood Routes 
Apply 


Granite City:News 


30 (Rear) State St. or 
| Call 876-6050 
Monday, Thursday or patria 


LADIES (3) can you use $10 for 


3 hrs. daily. Phone Granite 
City, Tl. (618) 931-2164. 22 113 
See 


PART TIME _ maintenance 
helper on roofing, electrical, 
heating, plumbing and odd. jobs, 
.Call 931-2344 or 451-3047. 22 
ee 


us 


/ SALES TRAINEES : 


Pour men’ or- 





Help Wanted Same wanics — ealeniamanted 725) 


TREE REMOVAL $15.00 and 
up. Call 877-5073. Call-after 4 
p.m. 26 
WANTED— Sewing — 
Dressmaking and alterations. 
Call 931-3310. 25116 


I WILL pick yp usable items 
free of charge. Call 931-5582 or 


Lttetia eo ted ye: el 


ROTTEN MANURE— Gravel, 
dirt, sand. Cann’s Trucking 
Service. 931-0348—No answer - }) 
call 876-8996. zits Ff 


Marsala 


Mon., Nov. 3, 1975 Page 19 


DOES YOUR CARPET NEED CLEANING? ; 


SAVE NOW. sas 

ANY TWO ROOMS: $4595 i fae dikaa cos 34 

ewreee % SEDANS Beare i! 

i “AN ORDINAN' ; 

REGULATING : 

ENCROACHMENT ON 
PUBLIC RIGHT-OF-WAY 
INTHE: 


MAINTENANCE 
ECHANIC 


ation has.an opening for a maintenance 
‘of 3-S years experience in heavy machine 
repair and general mgintenance. Experience in electrical an: 

hydraulics also desirab! 1d wages, full benefits, steady work. Call 


ace BATHROOM CLEANED FREE! November 4,1 
mechan ts TAYLOR CARPET CARE mission 


wonderful 


‘or write to: 


=7 GOULD 


Poundry Products Division 


(314) 371-5130 
An Equal Opportunity Employer 


ES 


3711 Market St. 


WANTED: Inside salesgirl, 

pleasant, sharp, like people. 
Free parking, Blue Cross-Blue 
Shield, life insurance. Call 314- 
231-8490: 22113 


‘SECURITY GUARDS: No 

experience necessary, im- 
mediate employment in Illinois. 
‘Clear police record. Whelan 
Security Co., 2258 Grissom 
(Newport), St. Louis, Mo. 63141 
1-314-567-5330. 22:11:17 


peietetert a 
BABYSITTER WANTED in my 

home. Have, jown tran- 
sportation, Call 877-3466. 22 113 
SALESMAN: Men or women. 

Call 931-0583. 22116 
MECHANIC: No experience 

necessary, paid training, age 
17-34. Now scheduling | in- 
terviews. Call Army, Oppor- 
tunities 876-5269. 22126 
GENERAL OFFICE: No_ex- 

perience required. “Paid 
training. Now. interviewing. 
Call Army Opportunities 876- 
5269. 5 22126 
SUPPLY ASSISTANT: Paid 

training, age 17-34. Now in- 
terviewing. Call | Army 
Qpportunities 876-5269. © 22 126 
COOK: No experience 

necessary. Paid training. 
Must relocate. $14.08. Age 17-34. 
Now interviewing. Call Army 
Opportunties 876-5950, 22 126, 
FULLER BRUSH — ’Phone- 

appointments. Christmas 
business & new products. Still 3 
openings in Metro Area. 466- 
2505 before 9 a.m., after 8 
P. 22116 


MA 


GEMENT TRAINEE 
POSITION: Excellent 
benefits and future potential. 
Taking applications at 1515 
Johnson Road, Friday, Oct. 31, 8 
a.m, to 10 a.m, and Tuesday, 
Nov. 4,8a.m.tol0a.m. 22113 


BABYSITTER: Primarily 

weekends. Pontoon area. Call 
931-6379. 22113 
ADVERTISING ASSISTANT: 

Position envolves 70 per cent 
bookkeeping and 30 .per cent 
typing. Will work with one 
gentleman of moderate size 
advertising company in relaxed 
atmosphere. Salary up td $600. 
Contact Personnel 314-241- 
7860. 22113 
SWITCHBOARD: Permanent 

position for person who enjoys 
telephone contact. Hours 9-5. 
Contact Personnel 314-241- 
7860. 22113 
KEYPUNCH: Little ~ ex- 

pereience needed for person 
with 10,000 strokes. Hours 8- 
4:30.- Excellent benefits, free 
parking. Room for ad- 
vancement. Contact Personnel 
314-241-7860. 22113 
SECRETARY TO ~ CON- 

TROLLER: interviewing 
now for individual with some 
working experience. Necessary 
to’have typing and shorthand 
skills. Very good benefits, bonus 
plan, free parking, etc. Contact 
Personnel 314-241-7860. 22 113 
INDUSTRIAL ~ ENGINEER: 

Degree plus manufacturing 
experience, $12,000-$16,000, fee 
paid. Granite City Employment 
Agency, 2023 Edison. Call 877- 
4640. 22116 
SECRETARY: Good skills plus 

ability to handle variety of 
public contact duties, $530, % 
fee paid. Granite City 
Employment Agency, 2023 
Edison. Call 877-4640. 22116 


SECRETARY: Dictaphone with 


t shorthand plus good’ 


work history, $650-§700, fee 
paid. Granite City Employment 
Agency, 2023 Edison. Call 877- 
4640. 22116 
PROG! R: Degree plus 
manufacturing ~ application 
experience, $14,000-$15,000;- fee 
paid. Granite City Employment 
Agency, 2023 Edison. Call 877- 
4640. 22116 
TYPIST: Dictaphone - work 
experience, $475-$500. Granite 
City Employment Agency, 2023 
Edison. Call 877-4640. 22116 
TYPIST: Accurate typing with 
“some work experience, $440, 
‘, fee paid. Granite City 
Employment Agency, 2023 
‘Edison. Call 877-4640.___-22 116 
‘SECRETARY: Will considér 
* beginner with good shorthand 
and typing, $450. Granite City 
Employment : Agency, 
Edison, Call 877-4640. 


BOOKKEEPING, typing and 

inventory work. must be 21. 
Call 274-0346, 22113 
. ARE YOU being paid what 

you’re worth? Act now—we 
are hiring people for 
management, recruiting and 
sales, $250 aoe while in 
\fraining on, System. Call 
jiamond “and Associates, 


22116 


2023. 


~ 4208. 


St. Louls, Mo. 63110 


EXPERIENCED COOK, 

waitress and cashier, salary 
$2per hour. Call 877-3748 for 
interview. "22118 
WANTED: Route salesman, 

good pay, insurance, paid 
vacation, retirement benefits. 
Sales experience necessary. 
Morgan Linen Service, 106 
Laundry St., Troy, Ill. 
62294. 22116 


MANAGEMENT TRAINEE: 

Exceptional opportunity. If 
you are articulate, aggressive, 
not afraid of hard work and 
have the desire to increase your 
indome, Field Enterprises has 
an opening for you. Our 3-day 
training program will qualify 
you and start you on the road to 
higher earnings with 
management potential. We 
offer high commissidns plus 
opportunity for rapid ad- 
vancement. For a confidential 
interview please call 632-3660. 
(L-101). 22113 


SALES TRAINEE: Call on 

commercial accounts, some 
sales experience needed, $550- 
$575. Granite City Employment 
Agency, 2023 Edison, Call 877- 
4640. 22116 
BOILER INSPECTOR: 

Insurance company will train 
licensed engineer, $12,000- 
$13,000, fee paid. Granite City 
Employment Agency, 2023 
Edison, Call877-4640. "22 116 
UNDERWRITER: Work ex- 

perience with property un- 
derwriting, $12,000-$14,000, fee 
paid. Granite City Employment 
Agency, 2023 Edison. Call 877- 
4640. 22116 
KEYPUNCH: Some work 

experience needed, day shift, 
$475-$525, fee paid. Granite City 
Employment Agency, 2023 
Edison, Call¢77-4640. 22 116 


BARBIZON MODELING 

AGENCY: Males and females 
needed for photographic and 
television modeling. Register 
with one of St. Louis top 
agencies, Call Ms. Woods, 1-314- 
231-5235. 221124 


MAN TO REPLACE tran- 
smission in 1964 Pontiac. Call 
877-3771. 22116 


LIGHT HAULING: Tree top- 

ping, basements cleaned. 
Free estimates. Call 876- 
050: 25116 
CONCRETE WORK—drive- 

ways, patios, garage floors, 
steps, sidewalks,retainer walls, 
free estimate. Call 931-0151 — 
875-6480. | ‘25 1110 
BROWN’S Ins; Tree Ser- 

vice. Treg and shrubbery 
trimmed or\removed. Also 
\shrubbery prayed. Free 
estimates. Call 345-1948. 25 11 10 
CARPENTRY WORK — 

remodeling, walls paneled, 
ceilings lowered, partition walls 
removed, carports, garages, 
eaves boxed in, roofing and 
siding. Free estimates. Call 931- 
0151 — 875-6480. 25 1110 


HEATING & 

REFRIGERATION: Repair. 
Garrison's. Phone 451- 
6273. 


PAINTING: Interior and ex- 

terior. Guaranteed work, free 
estimates, bonded, fully in- 
. sured. Call Keck Painting and 
Decorating. 876-2498 or 931- 
2842. 25 12 29, 


CRACKED CONCRETE a 

problem, try asphalt capping, 
its reasonable. Call 877-1730 — 
876-9057. 25 11 24 


PULLEY’S TRASH SERVICE. 

Clean garages, basements, 
pick.up tree limbs. Call 876- 
6933. 25 11 20° 


CHIMNEYS RE-BUILT or 

tuckpointed. Free estimates! 
Call 931-6467. 25113 
PLOWING, MOWING, manure, 
. dirt, rock. Call 877- 
0021. 25 1113 


WHITTENBURG Tree and 

Hedge Service. Reliable) & 
insured men. Free estimates! 
Call 876-6674. 25 1110 


ee teen 
UPHOLSTERY & repair work 

done in my home. Large 
selection of material. Free 
estimates, Call 877-0862. 25 113) 


FIXING DRIVEWAYS — also 
digging out.for concrete. Call 
876-0157. 251117 


DRIVEWAY CHAT, top soil, fill! 
dirt, decorative rock; slag 
hauled. Call Hamm’s 877- 
1051. 25113 


LANDLORDS: Lady would like 

to clean apts., and housés. 
General cleaning. Call 876- 
723113 


877-6388. 25 116’ 


1 FIX: Furnaces, washers, 
dryers, dishwashers, ranges. 
Call Mr. Fix-It 876-2200. 25 1113 


WANTED: Good clean used 
furniture and appliances. Call 
452-7153. = 25116 


TRASH HAULING. Call 877- 
2110 or 877-0069. 25116 


PAINTING: Professional work- 

manship, labor or complete 
with highest quality materials, 
interior-exterior. Free 
estimate, Prompt service. 
Guaranteed..S. Prince Painting 
Co. Call 797-6879. 3 
LICENSED: I babysit in my 

home. Personal attention, hot 
‘meals. Call 453-6102. Bus 
MATURE WOMAN desires 

babysitting, own  tran- 
sportation. Call 877-3664. 25 113 
WILL BABYSIT infant through 

4 years, day or night. 
Reference. Call 876-2909. 25 113 


UNEMPLOYED MAN would 

like to have odd jobs of trash 
and brush hauling, Reasonable 
rates. Call 876-4208. 25113 


ELECTRICAL WORK DONE. 
Service entrance installed, 
old house rewired, also mobile 
home, electrical service 
repaired and furnace cleaning 
done. Call 931-4164. 25113 
WILL TAKE care of children 
before nursery age. State 
licensed. Call 452-4145. 25 11 20 
TRASH HAULING of any kind. 
Call 876-6957. 2511.27 
HOLT & SONS Tree Serv 
trimming, topping, remova' 
also shrubbery work. Insured. 
Free estimates. Call 876- 
6957. 251127 
FURNACES, cleaned and 
repaired. Call Gary’s Heating 
and Cooling Service, 877-5552, 24 
hours. 25128 


‘TREES TOPPED and removed. 


Shrubbery work, All kinds. 
Call Lee for quick service 
Phone 876-3441. 25:11 27 


CHRISTIAN, licensed, women 

wanting: to babysit in my 
home. Children at ages 2 to 4 
only and days only” thru the 
week. Pontoon and Nameoki 
area. Call 931-0570. 251110 
GOT A water leak, clogged 

drain? For prompt service, 
call Joe, over 30 years ex: 
perience, 876-0878. 25 11 27 


LICENSED baby sitting in my ' 


home. Personal attention. Hot 
meals. Call 452-6102, 25 11 27 


DIRT, GRAVEL & sand. 
Hauling, septic tanks & sewer 
lines. Call 931-4411. 25 1127 


Lda 26 


IF YOU HAVE 
NO CHURCH 
COME TO 
First United 


Presbyterian 
22nd & Delmar. Granite Ci 


IS DRINKING causing ‘you a’ 


problem? AA can help. Call 
26112 


Tete pi: 


BROKER can make cash offer 
home, 451- 
28 2 17tf 


MODERN 
LT rmecms ya 


De a eat its) 
Siding-Soffit 
Fascia-Gutters 
eee TEs 


452-2151 


AUTO LICENSE © SERVICE: 
Judd, 2776 Madison 
Ave. 28 8 28tf 


MILLER 
EXCAVATING INC. 


931-4411. 

(Dirt, Rock and 
Sand-Hauling) 
HAULING, EXCAVATING 
Backhoe Work, Septic 
Systems, Sewer Lines 

Basement Digging — 
ALL TYPES OF BULL DOZING 


STEAMEX CARPET and Van 
Schrader furniture cleaning. 
Free estimates. Call 991-1420. 
Superior Cleaning Ser- 
vice. ss 28 1113 
KITCHEN CABINET 
rae ete 13 
radia tite) 
cee ears 
NOWIN OUR 
NEW LOCATION! 


1412 NIEDRINGHAUS 
Mext to Mereer's Mortuary 


PHONE 877-5955 


Remodeling Co., Inc. 
3708 NAMEOKI RD. 
NEW CONSTRUCTION 
eAdditions ePorches 

eSiding Roofing. |; ‘ 


eGarages Concrete 
LICENSEDeINSURED 
RESIDENTIALeCOMMERCIAL 
“Free Estimates” 


452-2121 or 876-8899 


SEWING MACHINES 
| Repaired: Retired Singer. 
in with 40 years experience 
all makes. Viking Sewing 
nter, Phone 876-6246. 28 3 31tf 


HEATING 
and Air Conditioning 


Repair Service and 
_ Installation 


| 877-2181 


UPHOLSTERY AND repair 

work done in my home. Large 
selection of material. Free 
estimates. Call 877-0862. 28 113 


Happy Day | 
Child Care Center 
877-0888 


ENJOY a pest free home, office 

or business. Our regular 
monthly control is reasonably 
priced and very. effective. Call 
for free estimate. Stone 
Exterminators, 876-1035.28 11 10 


GENE’'S 
CONSTRUCTION CO. 


Residential e Commercial 
FREE ESTIMATES 
ROOM ADDITIONS - SIDING 
ROOFING - GARAGES 
EXTERIOR & INTERIOR 
REMODELING 


CALL 876-0292 


TOP SOIL—Guaranteed sandy 

loam, also excellent fill dirt. 
$20 per load. Rock and slag. 
Deliver 6 days a week. Phone 
931-0954 or 931-1110. 281127 


ROACHES, WATERBUGS ‘and 

ants. Cann’s Pest. Control 
Service, 9310348 — No answer 
call 876-8996. 2113 


CLOVERVIEW 


CHILD CARE 


Ages 2 thrué 
Call 931-9869 | 


SEWING MACHINE service, 
sales, rentals.”/All makes and 
types. 22 years experience. Big 
John Mbntgomery, 2612 E. 
25th. 7 2811 27 


Hee Dumpty 
ursery 
2032 Lindell Blvd. 


~ NOW HAS 
CERTIFIED TEACHERS 
abe WITH 
EXCELLENT PRE-SCHOOL 
LEARNING PROGRAM 
Hot lunches. Programs for} 
school age children. 
REASONABLE RATES 


Hours 6:30-6:00 


Phone 876-4056-- 
After Hours 877-1421 
Openings Available 


RENT steam power carpet 

cleaning. machine. Do it 
yourself and save. Appointment 
only. American Rug Cleaners: 
Call 877-4057. 28.116 


MADISON COUNTY. | | 
ROOFING CO. 


HOT ROOFING AND 
SHINGLE WORK 


FREE ESTIMATES 
‘ snare New Construction and 
’ . Remodeling - Paneling 
DELUXE Janitor Service— Ceilings - Carpetin 
Carpets. cleaned, Steamex Soffit - Siding - Roofs 
free estimates. Call 876- 
r 281117 


Sue's Pink Poodle Salon 


~ Announcing Reopening 
Same Location 
Same Phone — 931-5493 
~ 5184 NAMEOKI RD. 


HOWARD'S 
HOME.IMPROVEMENT 


‘© Residential © Commercial 


| BANK FINANCING AVAILABLE 
931-2198 or 877-2001 


FURNITURE UPHOLSTE- 
RING and repairing. Quality 


Heritage Upholstering. Call 877- 
2343. 28 11 20 


OPAL'S 
BEAUTY SHOP 


204 Madison Ave. 


Is Now Open 


Tuesday thru Saturday 
BAM. ‘til ?? 


Phone 877-3312 


HOME IMPROVEMENTS: 
Rooms, additions, garages, 
paneling, ceilings, rathskellers, 
FURNITURE ‘ UPHOLSTE= kitchen cabinets, remodeling. 
RING and repairing. Large Call 877-2906. 281127 


ina Sion "aan ot EUORWMIRGS 
ALUMINUM & CANVAS 


reasonable rates. Modern 
Upholstery, 3201 (rear) 
Carlson. Phone 877-3535. 28 12 29 Visit Out Showroom 
or 
Call For Free Estimate 


GRANITE CITY 
WE INSTALL OR 


JANITOR SERVICE DO-IT-YOURSELF 
JIM BOWMAN, Owner TRI-CITY 


3 iNoUsTRIAL CANVAS PRODUCTS 
ee 2156 Pontoon Rd. 
PHONE 876-2250 


* PLANTS 
“* DISPLAY WINDOWS. 

GOT A water leak, clogged 

drain? Call Joe 876- 


+ HOUSE-READINESS 
0878. 28 11 27 


SERVICE FOR 
REALTORS 
GRANITE CITY 
JANITOR SERVICE 


2813 Willow, Granite City 
ST tata ee oar ae 


TERMITES ! TERMITES ! 

Termites!'Stop their damage 
now. We guarantee for 5 years. 
Stone Exterminators. Call 876- 
1035. 28 1110 


CUSED aaa 
Special 20% Off 


eee UT| 
Ee eds 
oT 


THE EXTRA TOUCH 
eee Lea Te 


ero Were? 


Phone 876-5086 


COMPLETE Pest Control 
Professional exterminating at 
low cost. For free estimate-call 
X-Terminex Pest Control; Call ‘| 
797-0892. 28.7 Sitt: PES ERG 


WE STOP LEAKS 
QUAD-CITY carrin 


OLD ROOFS REPAIRED 
(NEW ROOFS APPLIED- 


fon 677-0845 


Peer ReaD 
876-5086 


[Ror S ee O- aeeaL 29 


$200 REWARD: Small black 

dog. Lost from 1920 Skeen St., 
Madison, Sept. 4. Weighs 26 Ibs., 
black wavy hair on: back, 3 


years old. Phone 877-1392, 
Elmer King. 29116 
LOST— Male—White Spitz. 

Answers to Pug. Reward! 
Call 451-5773. 29116 


LOST: Black and tan beagle, 


ROOFING, PAINTING, porch 

repair, burglar alarms in- 
stalled. You.need itdone? We do 
it. Call Bud 931-5457. 28 11 20 


SINGING, organ, piano in your 


work done at reasonable rates... 


931-3649 


TRIPLE 


Loose 
No, 835, 
AFSAM, 


MONDAY, NOV. 3. 
Dark 


WEDNESDAY, NOV. 5 
State Meeting, 7:30PM. 


NOTICE OF hearing on 
Proposed zoning change. 
Notice is hereby given to all 
parties concerned, that pur- 
suant to Article VII. of 
Ordinance No. 887 of the City of 
Madison, Illinois, the City Plan 
Commission will -hold a public 
hearing int the City. Council 
Room in the City Hall of said 
City of Madison, Illinois, at 
Madison, Illinois, at the Hour of 
7 P.M. CST on the 18th day of 
November, 1975, at which 
meeting it will consider a 
| petition for the amendment of 
Ordinance No. 887, (being the 
Zoning Ordinance of said City), 
' aS same affects the. following- 
described real estate, to-wit; 
(Legal description—lot or 
block, sub-division.) Lot 1, 
block 1 of McKinley Place, as 
shown on the plat thereof 
recorded in the recorders office 
of Madison County, Illinois in 
plat book 7, page 42; situated in 
the City of Madison, County of 
| Madison and State of Illinois. 
Said amendment would change 
the zoning classification of the 
real estate immediately above- 
described from an R-1: One 
Family District to a B-2 
,Community Business District. 
This property is also known as 
2050 Edwardsville Road, 
Madison, Illinois. Chairman, 
City Plan Commissioner, 
Madison, Mlinois. 30113 


Coming Events aI 


BAZAAR 


. Nameoki Methodist Church 
Pontoon & Primrose 


NOVEMBER 8TH, 1975 
10 A.M. ‘TIL 8 P.M. 
LUNCHEON SERVED 


Turkey Dinner With 
All The Trimmings 
Served From 5 to 7 p.m. 


SUNDAY SALES NOW: Con- 

signments wanted. Furniture, 
antiques, collectibles, junque. 
Sale Tuesday and Friday, 7 
p.m.; Sunday, 1:30 p.m. Call 1- 
377-8430 for pickup. Glenn 
Goessman and Bill Runtz, 
auctioneers. Bethalto Auction 
Barn. Rte. 140 at traffic light in 
Bethalto. 31 11 27 


SPAGHETTI 
DINNER 
SAT., NOv. Sth 


Concordia 
Lutheren Youth 
23rd & Grand 


ADULTS $1.75 
CHILDREN $1.00 


, 


IW ateteslolar-taa) Ke] 


In loving memory of ALICE 
STOREY McQUINNEY, 

November 2, 1969. 

In our home she is fondly 
remembered, 

Sweet memories cling to her 


name. 
Those who loved her in life 


sincerely 
Still love her in death just the 
same. * Sadly missed by— 
ALL WHO LOVED HER 


33113 


In Loving Memory of 
RAYMOND F. DUKE 
who passed away 
November 3, 1973 
Today recalls sad memories of 
a loved one gone to rest, 
Those who think of you today 
aré the ones who loved” you 
best. 
What we would give to see you 
smile. 
Today sit with us and talk 
awhile 
The blow was sudden the shock’ 
was severe 
To part with one we loved so 


dear. 
We often sit and think of you 
Things you used to say and do 
We wonder why you had to die 
Without-a chance to say 
goodbye. 
Sadly missed by 
Wife, Children, 
and all who loved him 


133113 


Though it robs. us of those we * 
love; 


draws us joes our 
surroundings to long for the 
meeting above. 
Sadly missed by 
Wife andFamily 
33113 
InLoving Memory Of 
JOHN J. TAYLOR 
November 6, 1971 
More and more each day we 
miss him; 
Friends may think the wound is 
healed— 


But they little know the sorrow 
Lies within our hearts con- 
cealed. 


Sadly missed by 
Wife and Children. 


It 


33113 


In loving memory of: MAX-: 

WELL B. LEGATE, 
November 2; 1970. 

“Sadly missed by— 

“WIFE AND CHILDREN 

3313 


In loving memory of O. J. 
MITCHELL, Oct. 31, 1974. 


In loving memory of WILLIAM 
H. (BILLY) EPSTEIN who 
passed away November 4, 1941. 
Sadly missed by— 

MOTHER, DAD 
SISTER, MAXINE 
33113 


Public Notice 


CLAIM NOTICE 
STATE OF ILLINOIS 
IN THE CIRCUIT COURT 
OF THE 
THIRD JUDICIAL CIRCUIT 
MADISON COUNTY, 
+ PROBATE DIVISION 
IN THE MATTER OF THE 
ESTATE OF CLIFTON 
KILLOUGH, DECEASED 
No. 75-P-787 
Notice is given of the death of 
the above. 
Date Letters Were Issued: 
October 21, 1975 
Administrator: Paul 
Killough, Route 1 Box 12, 
Delaplaine, Ark. 72425 
Attorney: Callis, Schooley, 
Filcoff & Hartman, 2038 Edison 
Ave., Granite City, Illinois 
Claims against’ the estate 
may be filed in the office of the 
Circuit Court, Probate Division, 
County Courthouse — in 
Edwardsville, linois, within 6 
months from date of issuance of 
letters; and any claim not so 
filed is barred as to the .estate 
inventoried within that period. 
Also, copies of claims must-be 
mailed or delivered to the 
executor-administrator and to 
the attorney. 
WILLARD V. PORTELL 
Clerk of the Circuit Court 
No. 34 34 10 27; 11310 


BID NOTICE 
City of Granite City, Illinois 
will accept bids until 5:00 P.M., 
November 17, 1975 for the in- 
stallation of its new Opti-Com 
System under Federal Revenue 
Sharing at (16) sixteen in- 
tersections. Specifications 
available at City Clerk’s Office. 
ROBERT W. STEVENS 
City Clerk 


No.1 HMiu3 


NOTICE 

Public Notice is hereby given 
that on October 23, A.D. 1975, a 
certificate’ was filed in the 
Office of the County Clerk of 
Madison County, Illinois, set- 
ting forth the names and post- 
office addresses of all of the 


as Delmar Financial Company, 
located at 4925 Maryville Road, 
Granite City, Illinois. 

Dated this 23rd day of 
October, A.D. 1975. 

Evelyn M. Bowles. 

“ County Clerk 
No. 38 34 10 27; 113.10 


NOTICE 
Public Notice is hereby given 
that on October 15, A.D. 1975, a 
certificate was filed “in the 
Office of the County Clerk of. 
Madison County, Illinois, set- 
ting forth the names and post- 
office addresses of all of the 
persons owning, conducting and_ 
transacting the business known 
as Holt’s Bar & Lounge, located 
at 849 Niedringhaus; Granite 
City, Mlinois. 
Dated this 15th day of 
October, A.D. 1975. 
~~ Evelyn M. Bowles re 
County Clerk 


No. 23 34 10 20 27; 113 


NOTICE 
Public Notice is hereby given 
that on October 29, A.D., 1975, a 
certificate was filed in the 
Office of the County Clerk .of 
Madison yLllinois, set- 


TRY A press-necoro |! 


’ 


Et 


CITY OF VENICE ; 
MADISON COUNTY, ILLINOIS ; 

WHEREAS, the CITY OF - 
VENICE hereinafter known as | 


’ the CITY ‘and the State of ' 


Illinois, acting by and through ; 
its Department of Tran-’ 
sportation, hereinafter known : 
as the STATE, have entered - 
into an agreement relative to. 
the improvement of Collinsville 
Avenue from Madison Avenue 
easterly to the east: corporate 
limits of Venice, and; ~ 

WHEREAS, in order to 
facilitate ‘said improvement, it 
is necessary for the CITY’ to 
adopt an ordinance regulating 
encroachments on the right-of- 
way for said improvement in 
accordance with the following 
definition: 

Roadway Right-of-Way is 
defined as those areas 
existing or acquired by 
dedication or by fee simple 
for highway purposes; alsa, 
the areas acquired by tem- 
porary easement during the 
time the easement is in ef- 
fect; 

Project Right-of-Way is 
defined as those areas within 
the CITY, STATE and the 
Federal Highway 
Administration which will be 
free of encroachments except 
as hereinafter defined; 

Encroachment is defined as 
any building, fence, sign or 
any other structure or object 
of any kind (with the ex- 


ception of utilities and public //_ 


road signs), which is placed, 
located or maintained in, on, 
under or over any portion of 
the project right-of-way or the 
roadway right-of-way where 
no project right-of-way line 
has been established; 

Permissible Encroachment 
is defined as any existing 
awning, marquee,  ad- 
vertisi: sign or similar - 
over! ing structure | sup- 
port from a building im- 
medigtely adjacent to the 
limits. of. the platted street 
where there is a sidewalk ' 
extending to the building line 
and which does not impair the | 
free and safe flow of traffic on 
the highway; the permissive . 
retention of overhanging | 
signs is not to be construed as ' 
being applicable to those } 
signs supported from poles | 
constructed outside the : 
project right-of-way line and } 
not condirmed bff adjacent + 
buildings; : 

Construction Easement | 
Area is defined as that area + 
lying between the project | 
right-of-way limits and the > 
platted street limits within * 
which the CITY, by con- > 
currence in the establishment * 
of the project right-of-way 
lines, will permit the STATE. 
to enter to perform all 
necessary construction 
operations; 

and, 
WHEREAS, Representatives: 
of the CITY, the STATE, and} 
the Federal Highway: 
Administration have, by; visual’ 
inspection cooperatively; 
established project right-of-way: 
lines and have determined. the, 
disposition of encroachments; ' 

NOW, THEREFORE, BE IT. 
ORDAINED, by the CITY: 
COUNCIL of Venice, Madison’ 

County, Illinois: i 

Section 1: It shall be } 
unlawful for any person, firm 
or corporation to erect or 
cause to be erected, to retain 
or cause to be retained, any 
ENCROACHMENTS (herein | 
above defined), within the 
limits of the project right-of- 
way or roadway right-of-way. 

Section 2: Project right-of- 
way lines have been 
established to be the roadway 
right-of-way lines, 

Section 3: This ordinance is 
intended to and\shall be in 
addition to all other or- 
dinances, rules and 
regulations. concerning en- 
croachments and shall not be 
construed as repealing. or 
rescinding \any other or- 
dinance or 
dinance unless’ in direct 
conflict therewith. 

Section 4: Any person, firma 
or corporation viola’ this 

+ inance shall be f; not 
Jess than ($10.00) nor more 
than ($25.00) for each offense, 
and a separate offense shall 
be. deemed committed for 
each and every day during 
which a violation continues or 
exists. 

Section §: This Ordinance 
shall be published 1 (one) 
time within 10 (ten) days 
after its. passage’ in 

jpaper having a general 
circulation in the cry of 

“Venice, Illinois, and shall be 
in full force and effect after 
its passage, publication and 
\approval as. ided by law. 
- PASSED. APPROVED, 


J 


t of any. or- » 





e 
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ORDINANCE NO. 75-12 
~ ANORDINANCE 
PROHIBITING THE . 
CONNECTION OF SANITARY 
OR INDUSTRIAL 
WASTE SEWERS TO 
STORM WATER 
DRAINAGE SYSTEMS 

BE IT ORDAINED BY THE 

CITY COUNCIL,OF THE CITY 
\\OF VENICE, on County, 

Illinois: 

SECTION 1: It shall be 
unlawful for any person, firm or 
corporation to connect or cause 
to bé, connected, any drain 
carrying or to carry, any toilet, 
sink, basement, septic tank, 
cesspool, industrial waste, or 
any fixture ‘or device 
discharging polluting . sub- 
stances, to any storm water 
sewer. or drain in the CITY of 
Venice, Illinois. 

SECTION 2: Any person, firm 
or corporation violating this 
ordinance shall be fined not less 
than $50.00 Dollars, nor more 
than $500.00 Dollars for each 
offense, and a separate offense 
shall be deemed committed for 
each and every day during 
which a violation continues or 
exists. 

This Ordinance shall be in full 
force from and after its passage 
and approval. 

Passed, by the CITY 
COUNCIL of the CITY of 
VENICE, Madison County, 
Illinois, signed by the Mayor 
and attested by the CITY 
CLERK, thereof and filed in the 
office of said CITY CLERK this 
zsth day of October A.D., 1975.. 

WILLIAM M. EBERSOLDT ~ 
Mayor 

Attest: 

LLOYD H. PATTERSON 
City Clerk 
No. 47 34113 

ORDINANCE NO. 75-13 

AN ORDINANCE 
IN RELATION TO 

MOTOR VEHICLE PARKING 

BE IT ORDAINED BY THE 
CITY COUNCIL OF THE CITY 
OF VENICE, Madison County, 
Ilinois: 

SECTION 1: It shall be 
unlawful for any person, firm or 
corporation to park any motor 
vehicle on the south side of 
Collinsville Avenue and other 
than parallel parking on the 
north side of Collinsville Avenue 
from Madison Avenue easterly 
to the east corporate limits of 
Venice. 4 

SECTION 2: Any person, firm 
or corporation violating the 
provisions of this Ordinance 
shall be fined not less than 
$10.00 nor more then $25.00 for 
each offense. 

SECTION 3: This Ordinance 
-Shall take effect and be in full 
force 10 (ten) days after and 
from its passage, approval, and 
legal publication as required by 
law, and the City Clerk is 
hereby directed to cause this 
Ordinance to be published 
immediately after its due 
passage and approval. 

Passed this 28th day of 
October 5, A.D., 1975. 

WILLIAM M. EBERSOLDT 

Mayor 
Attest: 
LLOYD H. PATTERSON 
City Clerk 


No. 48 34113 


BID NOTICE ~ 
City of Granite City will ac- 
cept bids for new Chairs and 
Tables for the Council Room— 
/Specifications available from 
Clerk. All items to be 
assembled and put in place— 
delivery 30 :days from ac- 
ceptance of bid. Bids due at City 
Clerk’s Office November 17, 
1975 at 3:00 P.M. 
ROBERT W. STEVENS. 
‘ City Clerk 
No. 50 


LasT2 NITES - 
“LOVE AND DEATH” 
iow FO. 


— LAST 2 NITES: 1 
{ “TOMMY” PG 
700-908 


© STARTS WED, 


bell 


Sielaff to 
speak here 

‘Wednesday morning's prayer 
breakfast, sponsored by the 
Granite City Rotary Club, will 
feature Allyn R. Sielaff, 
director of the Illinois Depart- 
ment of Corrections. 

Sielaff was appointed by Gov. 

Daniel Walker as director of the 
department in June 1973. 
* The agency he heads is 
responsible for supervision and 
rehabilitation of 3,000 juvenile 
and 11,000 adult offenders. 

It operates 18 state in- 
stitutions, eight work release 
centers and two community 
centers (halfway houses). 

The agency also is respon- 
sible for parole services, the 
Parole and Pardon Board, 
community-related programs 
and statewide inspections of all 
local jails and juvenile deten- 
tion homes. _ 


STEPHEN UNDERWOODS 
PARENTS OF DAUGHTER 
Mr. and Mrs. Stephen 
Underwood, 3136 Carlson Ave., 
became the parents of their 
second daughter on Oct. 28 at 
Jewish ‘Hospital, St. Louis. 
The infant ‘weighed five 
pounds, three-and-a-half ounces 
and has been named Stephanie 
Lee. Her sister is Lennette 
Jean, 13 months. 
The mother is the former 
Miss Terry Blackwell. 
Maternal grandparents’ are 
Mr. and Mrs. Aubrey Black- 
well. Mrs. Reatta Radfield and 
Mr, and Mrs. Louis Peach are 
the paternal grandparents. All 
are from Granite City. 


HALLOWEEN LUNCHEON 
FOR JOLLY 12 CLUB 

A Halloween luncheon and 
‘meeting for members of the 
Jolly 12 Card Club took place 
‘Thursday in the home of Mrs. 
Ardelle Lange. 

Preceding the games, a 
discussion was held on the 
group's plans for a Christmas 
party. 

Those winning prizes at 
pinochle were Mesdames 
Emma Steinberg, Jean Barnes, 
Verna Michael, Mabel Lehne 
and Penny Ousley. Also present 
were Mrs. Pauline Stephens and 
Mrs. Katheryn Smithson, 

Refreshments were served by 
the hostess. Mrs. Lehne invited 
the club to her home for the next. 
party. 


BUTTERFLY CLUB FETES 
MRS: ILENE WILLIS 

The Butterfly Club met last 
week in the home of Mrs. Tene 
Willis, 2715 Center St., and 
honored the hostess on her 
birthday with gifts. 

Card games were played and 
prizes were presented to Mrs. 
Mary Lou Claussen, Mrs. 
Harriet Hoff and Mrs. Edith 
Ryan. 

Others attending were 
Mesdames Lorraine Mcllvoy, 
Nell Talley, Katie Hommert, 
Thelma Schmitt and a guest, 
Elsie Willis. Mrs. Ryan will host 
the next meeting. 


MRS. CREOLA WARNHOFF 
IS AC-8 HOSTESS 

Mrs. Creola Warnhoff, 2717 
Madison Ave., entertained the 
AC-8°Pinochle Club last week, 
serving a dessert luncheon prior 
to the games. 

Prize winners were 
Mesdames Elvira Thurber, 
Ruby Hornberger, Pauline 
Stephens and Margaret Belt. 

Also present were Mesdames 
Penny Ousley, Lillian Naeve, 
Sue Krueger and a guest, 
Katheryn Smithson. Mrs. Belt 
will host the Nov. 25 meeting in 
ther home, 2535 E. 27th St. 


George 


jury 

ictments 

against three Granite City men 
in two local cases. 

Robert Austin, 21, of 2325 
Delta Ave., and Robert Macke, 
18, of 2240 Thirteenth St., were 
named in true bills alleging one 
count of aggravated battery and 
one count of armed violence 
against each, = 

They allegedly fired a ‘blast 
from a shotgun out a window of 
Austin’s auto at a car they were 
passing, the blast damaging the 
side of the car. One pellet struck 
the left hand of the driver, John 


* Parker, Cairo, Ill, at 21st and 


Monroe streets Aug.-14. 

‘Austin’s auto’ was stopped in 
the 2000 block of Washington 
Avenue a short time later and 
police alleged finding a loaded 
shotgun in the car. 

Also indicted was Alan 
Hampton, 27, of 2258 Grand 


_ Ave, who was charged with two 


counts of unlawful possession of 


BROTHERHOOD 
ANNUAL 
SAUSAGE SUPPER 
NOV. 5, 1975 
St. Peter's Church 
21st at Cleveland Blvd. 
4:30 P.M. to 8 P.M. 


ADULT $4.00 “ALL YOU 
CHILD: $2.00 CAN EAT!” 


NOTICE: Don’t forget 
with each $3 purchase you 
receive a chance to win 
one of three turkeys to 
be given away NOV. 25. 


CHURCH'S 
FRIED CHICKEN 


3142 NAMEOKIRD. 452-2796 
TRY OUR ‘MINI PACK! - 7 pc. 
chic., cole slaw. French fries. 
pepper, ONLY 99¢. 2 pcs. w/tre 
drink $1.44. 


local cases | 


a controlled substance and with 
unlawful possession of ‘can- 
nabis. y 


Sept. 3. He was arrest 


Clhr— 


: ted vestigation. 
BESE SSE REESE RSE eee 


4 PM— close every Tuesday get @ 
Rib-Eye Dinner for only $1.39 (Reg. $1.79) 


F ONDEROSA 


SQUARE MEAL 
SQUARE DEAL 


JOHNSON & NAMEOK!I RD. + 
GRANITE CITY 
B 


fe 


during a series of raids coor- 
dinated by the Illinois Bureau of 
Investigation in Madison 
County, Sept. 3: Evidence 
allegedly was gathered duri 


an -undercover IBI in- 


WITH EACH $3 OR MORE PURCHASE YOU 
WILL RECEIVE A CHANCE TO WIN ONE OF 
THREE 12 to 15 LB. TURKEYS AT... 


-CHURCH’S FRIED CHICKEN 


“THE GOLDEN-TASTE COMES RINGING THROUGH" 


452-2796 


3142 Nameoki Rd. 





ALSO, WHILE YOU'RE AT CHURCH'S 
Try Our “MINI-PACK" 
1 pc. chicken, slaw, French fries, 


pepper and Free Drink 


ONLY....... 99% 


2 pes. chicken and 


free drink with above 


ONLY ..... °1.44 





beaut 





iful_.. 


different... 








Linds 


FAMILY RESTAURANT 


3305 Nameoki Rd. - Granite City - 452-3050 


TUES. «.. WED. 


MONDAY 
SPECIAL 


Steak-A-Bob 


>] 


49 


Ground Sirloin 


$ 


8-o0z. 
Size 


1°? 


SERVED WITH 
YOUR CHOICE OF 
GREEN BEANS or 

HOT BUTTER CORN 


ALSO INCLUDED: COLD CRISP 
SALAD, TEXAS TOAST, BAKED 


ey's 


SPECIALS © 


SIRLOIN STRIP © 
s-oz:$, ] 39 


Size 


PLUS FREE j 
FRESH! ; 
HOME MADE 
CHERRY COBBLER 


All Meals Include: 
Cold Crisp Salad, Texas 
Toast, Baked Potato or 


SAFETY 


EARNINGS 
AVAILABILITY 


Three reasons 


why 


more people than ever 
before entrust their sav- 
ings to-our care. In any 


amount, your 
welcome. 


STATE oan ann 


SAVINGS 


' ASSOCIATION 


Perry 


WASHINGTON THEATRE 


EARLY OPENINGS 
MONDAY & TUESDAY 
“BAMBI" at 6:00-9:00 
pus SUPERDAD"” 


AT 7:30 ONLY 


ADULTS . 
CHILDREN 


LOOK TO US FOR $e 


THE BEST IN 
ENTERTAINMENT 


account is 


876-7450 
NIEDRINGHAUS 
AND EDISON 
GRANITE CITY, 
ILLINOIS 62040 





LAST 2 DAYS! 
{ ) 


Bubbling with LAUGHTER! 
- xO} Buzzing with FUN! 


Soh 
SED 


ANOTHER WEEK OF FAMILY FUN! 
EARLY OPENINGS WED., THURS., FRI. 
MATINEES SAT., SUN., MON., TUES. 


ADULTS *1.50. CHILDREN *1.:25 





WALT DISNEY 
Pat ety 


rover aig 
Dinosaurs 
isMissing & 


ere eata] 


aia eBoy 


ia Bat a) 


Haid Diet 


Te WALT 
ery aL | f, 
most magical cartoon classic: 


DISNEY comedy 
ear AND the 


POTATO or FRENCH FRIES. Fresh French Fries 


ONE: 452-3050 . 


PEFETIT Ed 





FOR THE SMART. SHOPPER. 
K MART HAS WHAT YOU NEED 
“ATA PRICE YOU LIKE. 
SAVE SMART-SHOP AT K MARTI 


Our Reg. 2.97 Our Reg. 19.68 
a ee en feathers/ Large size approx. 
Gircumferetce. he ale " 
tugged stitched vinyl. 


_ COLLINSVILLE 


5 LIGHT BULBS 
Se ee 112 sus BY | 


Maa ain NORTH COUNTY 
Clare Nts y he Se re 8) 


Eres 


K mart Low Price 


Replace. those. 
Rand save. st Bi 


- FURNACE FILTERS 


= 38. 











PRINTED , 
SHIRT SETS 


Our Reg. 7.57-7.96 4 


5 7 


4 Days Only ce ~ 


You'll do a double-take 
when you see these shirt 
sets! Long-sleeved shirt 
teams-up with short- 
sleeved “T”, or each can 
be worn alone. Easy-care 
acetate / nylon in prints. 





Formal, or for fun . . Celanese" Fortrel** polyes- 
ter double knits for dresses. Long, slinky dresses 
in sleek, styles make you feel soft and 


















STYLISH 
PANTS OF 
POLYESTER 


Our Reg. 10.50-10.96 


4 Days Only 
Flatter your. figure with 
these pants 









of. easy-care- f er. 
You'll find cuffed and un- 





csoegeetie siege on tae 





TIkst nat ieee beans 
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NORTH COUNTY Sen Tess 





a 


———— 11-8 WED., THURS. , FRI., SAT. 


Reg. 6.96-12.96 


Polyester coordinates in natural 
shades of taupe are setting the 
fashion pace at K mart. And you'll 
find fabulous savings now on all 
you need to put together. a great 
mix-’n-match wardrobe! - 


@ Blazer....... 


@ Gauze Top.. 


@ T-Shirt. . $6 
(nof shown) ; "HOUSE ROBES 


@ Wrap Jacket . 410 Our Reg. $7 


a 54 


Cia cll acetate or 
pie ~* brushed 
acetate/nylon. Nice selec- 
tion of oes, trims: and 
colors. : 


woe TT AT 





| S00 A 





Warm Winter 


GLOVES 


For The Family 
Kmart® Discount Price 


97°.2” 


Be prepared for winter's arrival. 
These fashion-smart gloves are 
warmly insulated washable fab-_- 
rics. Some are water-resistant. 


EMBROIDERED VELOUR 
SCUFFS FOR WOMEN 


and Missy Gloves 


Mars Baye end 27 67 dl asi 4397" 


Youth Gloves 


Soft, comfortable, washable velvety cotton’ velour 
slippers with embroidered rose.- Kraton®, rubber 
. Foam-cushioned. 


COTTON THERMAL 
UNDERWEAR 


Our Reg. 2.57 


87 


Our Reg. 1.97 
Boys’ 47 
ea | fee i: YY°YZ_.2/ \Long-sieeved shirts, 
- A \* bie and long-legged draw- 
BOY'S RUGGED f yt ig ers in warm ‘n snug 
BOOTS : ae me thermal knit cotton. ~ 
es ‘ m |Our Reg. 1.68, Jr. 


[| Boys’ Thermal Un- — 
derwear, 4-7 1.18 Ea. 

















2 Foil Rolls 
Total: 12% Sq. Ft. 


14-sheet pack with 8 designs. 
Our Reg. 2.57 Pack,.... 1.97 


25 TRASH LINERS 


‘Our Reg. 66. 


1.96 4 Days 
Snap-off roll of 25-liners with 
twist ties. Fit 20-30 gal. cans. 
20 gol. metal trash. can ...3.66 BA 


aha Wes 
7400 OLD ST LOUIS RD 
: eee ee ce 


| OPEN DAILY Tu 10,1. stones open sun.11-6 WED., THURS., FRI., SAT. 


“CARE-FREE” YARN 


Ove 1% 
Stein 


4-ply Orion” acryhe yarn an 
vibrant’ colors. 9-02.* 
Dupre 8 


GREETING CARBS | 
Our Reg. AS 


1.77 4 Days 


Special boxed holiday selec- 
tion. 40 cards with envelopes. 


27” wide in clear or decorator 
colors. Protects carpeting. 


Reg. q 53 
1.96-2.17 Each 


Case for twelve 6-track tapes 
or 15 cassette ‘cartridges. 


Delicious - 4nd nourishing 
snack treat. 12-pz." jar. 
“Net. Wh 


1.97 


Heavyweight, stretch nylon 


No-iron.58-60" double knits in avywei 
slack socks/Popular colors. . 


solid textures and patterns. 


GOrion* _—acrytic/stretch 
nylon. Popular: shades. 
DuPont Reg. TM. 


EARRINGS 


High-volume popping corn 


Stylish earring selection in with salt seasoning. 20:02." 


classic sterling siver. Save. 


Sy Legis, Poug, Syud 





ee ee ees 


as eS ee Po 


PS en te tk 
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RCA 19” DIAGONAL 
SOLID STATE COLOR TV 


= °398 


_» Your get ‘he wees of age ae ne solld state, plus a 
Super AccuColor black ‘8 best big screen 
tube ever! And on top of ir 'S vs habe ay! Ten convenience 
too. 






SOLID STATE COLOR TV 


me 5277 


per-Solarcolor® precision in-line pene hibe measures about 2” less In 
one. Simulated walnut-grain-finish. 





ZENITH PORTABLE COLOR TV 


*399 


Beautifully styled 19” color TV. 100% solid state for dependability. 


Kimart Lew Price 
4 Days Only - 


CHARGE IT! 





CLOSE OUT! 
DRYER DETANGLER 


Our Reg. 22.88 


Complete set. 3 heat settings. Drys, detangles styles, 


TAPE RECORDER 
Our Reg. 39.77 


28% 


Pushbutton controls, 
condensor mike. 





Our Reg. 2.58 —4 Days 


78 


Pkg. of 3 
Pack of three 90-minute 
blank tapes, total 4% hrs. 






















Available i 
Modern & Trad 


BEAUTIFULLY MA 


Reg. Our Reg. 
“n68e 39.88 


PEDESTAL PROVINCIAL 


2 3 88 34° 


Fits up to a21” color For all TV's up to 21” 
TW. sets. 









EASY-LISTENING CENTER MEDITERRANEAN ai 


Our Reg. 228.88—4 Days "Our Reg. $189—4 Days 
The Capehart Music Center. Solid-state FM/AM/FM-stereo 36”. Mediterranean Console Pecan finish with Sold State 
radio/phonograph, 8-track stereo player/recorder. 2 alr sus- AM FM Stereo Radio-Phonograph and 8 Track ra 
pension speakers. 





TOASTER FOR4 COOKER/FRYER 









5-QT. CORN POPPER 
Our Reg. 19.97—4 Days Our Reg. 12.97 - Save Our Reg. 9.97—4 Days 
Four-slice toaster in colorful fry or roast with this ver- Lexon®..dome cover melts but- 


garden pattern. Satile cooker/fryer, 5%-quart. ter. Top acts as server. 


JLLY MADE TV TABLES . 


Our Reg. , Our Re Our Reg. . 
39.88 977° 34.88 ~ 





; ‘DELUXE 
(aoe) 2-SLICE 30-CUP _ GARDEN PATTERN 
ROVINCIAL MODERN CABINET r| _—=-«CTOASTER "COFFEE URN ELECTRIC GAN OPENER” 
88 44 88 ; U Que Reg. 13.27  Qureg. 16.77 Our Reg. 9.77 
34° 7 29") 10" | 137 | 3% 
a al TV3 ot 21" Fs upto 2 19" by Fis up o 21 color TV jy ot st * ‘own 30 fae eof and ls Gan Paton deste ett.” pee 


“S 


it hot throughout party. ~ 1 Saves Pat 
% St. teyie = Poge.7 
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: 

i gee 
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acetate an- 

tique satin. 

Acrylic foam 

backing insu- 

% tates t 

Our 817 

} ante pr 627 
» 
rc 

3 v i hn 


WOOD TABLE LAMPS 


19° 











1L$| Our Reg. 1.02 Washcloth, 72° 

Our 2.14; 16x26”. Towel: 1.67 

‘ a ) Our nee 24.96 
a hi 


Your Choice! 














tS ae a ; - is table lamps, with rich-looking wood columns, 
. . add warm charm to your rooms. Three styles: wood 

SHEER PANELS OF DACRON’ SHEARED 46” BATH TOWELS column with decoratad opal glass font, Flemish 

brass-finished font and base, American key 
Our Reg. 2.87 33 Our Reg. 3.33 — 4 Days Only 3 model. Fabric-over-viny! shades. 32 to 36-inch. 
4 Digs Oop 63x45” Ea. Jacquard design in velvety, ; 
Super-wide panels of permanent press sheared cotton terry. 26x46”. 26x46" iz 
Dacron® polyester batiste. 63x45". 





| Ourfeg. 373 —4 Days Only 
a ; sin. pt rf 
orca 


2. 


ve THE SHOWER MASSAGE 
by Water Pik 


MODEL 88. 


Madel SM-3 






NYLON KNEE-HI'S ANTS PLANTS. 


- Our Reg. 6.97-7.' 
“Our Reg. 2 Prs, $1 ee 


wf 













ty COUNTY Pte a) 


ermal heard 
Rein ais aC) CEE oman) 













































Sturdy tent offers plenty. of spacious protec- 
tion. Rain-resistant-nylon body and sewn-in 
nylon floor with 18” sidewalls and 5’ center 
height. Zippered window is 23x19". includes 
compact storage toté. Hiker's special. _ 





3. 


ea 


Buunswick aithekey 
“AURORA 34°° 


The Original Alr Hockey . . . The fastest hockey game 
ever. Licensed exclusively to Aurora by the BRUNSWICK 


CORP. The puck travels on cushion of air created by an 
electric motor..°. .-. There’s never been anything like itt 


“Charge it” at KMart! 











ay oe 
r eaiuacket aN Sate 


“Thumb safety. Save. 41.97 Scope Case,........9.97 





* 4Days Only 88 Our Reg. 9.97 7 
410-ga. 3-shotrepeates. Vinyt gun. case with %" pad- 
5 waren finish stock. - ding, flannef lining. Full zipper. 


19" Orlon® acrylic / nylon tube 


socks. Fit sizes 10-14. 3 
“DuPont Reg. TM ioe 88 
“warcncap «= J ® 


cnwntanee 28" eed 
acrylic i Seton, Kuaney ep on ze ; er dicka meee 
insulation. Kidney Close-fitting Navy cap of warm ol ‘%4-Ibs. essed sw = 
jacket. Wear for hunting Qrioneacry,"uPpmt eg TM. BrEVErIsaceenah acsyOHNG: Fun ned Prewpa Ht: ARF. 
























OPEN DAILY 
Tl 


“eel | om oe oe, 


2 of? 6 H 
Adds NLA alae Le VA WED. THURS., 
¢ \FRI.,. SAT. 





KMS 100: BLACKWALL © 











MUD/SNOW | 
4-PLY a He 
POLYESTER CORD  ~ [ even [27,97|2 ror *5O| 227] 


es oe 2544 | Ffexts [2997 [2 For *56) 329 | 
2 CrBats 558 

Bf, 8 AW eee 
Plus F.E.T. 1.76 Each | t76x15*| 37.41] 2 FOR *G6] 2.11 | 

Whitewalls 2.44 More Each_ *Whitewalls Only : 
KMS 300 MUD/SNOW WHITEWALLS 

2 FIBERGLASS BELTS..PLUS 

2 ee CORD PLIES 



































| sues Tree] swe [rar] = AMIS SUPER. 
a Jowene|ase|2r08 $68 [236] AU AND SHGW 


BALANCE oe ee our Rea. D § FET. 

eee (ecset bm aslis) Sir 2 S6Q 2 
eee 3 a 
Sie PLUS F.E.T. EACH 


ALL TRE PURCHASED AT K mart® MOUNTED FREE — NO TRADE-IN REQUIRED 







ifoamnc anes a ! 
Tid PADS WARRANTY BEE? ; Install 4 sots quality shoes | 
[iy Or brake tinings and disc brake Bik Rebuild whoo ovtins ' 
om Repack front wheel bearings 8 
: E install new hold-down : IS, 
as 6. Ad WNosH ELD 
of \ , es jo systom og WASHER | 
of 8. Road ' a FREEIE 
s . Kmart safety inspection a 
; : 
6 & ? a 
GUMOUT= SPRAY : : WINDSHIELD 
OR Liquio | -_-40,000 MILE 4-WHEEL BRAKE SPECIAL ANTI-FREEZE 
: : 8 a 
Sale c 8 All work done by trained mechanics. Ad- ss Sale 8c 
Price 935 @ ditional charge for extra parts and|abor. Oye Reg- 59° a Price 8 
Cleans andimprovesen- # Windshield washer fluid. 
- gine performance. Save. 5 For Most American Cars a Savings priced. 1 gal.* 


- Major Service Hours Vary - Please Phone for Appointment! 


canes COLLINSVILLE GOLIST aie eA Renee) 


Our Reg. | met 
37.88 2.32 
pes 
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{ } 
18 MONTH REPLACEMENT 
30 MONTH PRORATA ADJUSTM! 






PR REMIUM 400 


ET ass aes ana 


ame 





WIPER REFILLS 











UNDERDASH FM ‘No Exchange Necessary 
STEREO RADIO |! OR'BLADE 
Qur 5 48 TH WARRANTED BATTERY Our Reg. 
Fea. AG, : Pere 400 battery—with poly- ou, nee D 88 2.37 1. 47 | 
propylene case gives long-lasting ser-. [ 
es staté. With automa- : vice. In sizes for most U.S. = Your choice. Sizes t6-fit 
tic frequency control. g__ Terminal Protectors ........ most American cars. eh 
STANDARD Kmart? AIR = 


Cx" ae 
“AUTO SHOCKS — “Pier : FILTER 
j ei auth giiearn “Ss 
| ta ve rhe 1.57 
i — quctty air filter for 


most U.S. cars. 
Air Breather ciesent, 1.07 


op itera nee 













| for most U.S: cars. 
WS H. D. Shocks .. .14.88 Pair Installed 


PAI Be PTT TT tg) T 
23-CHANNEL CITIZENS BAND 


2-WAY ovine, : 
RADIO s" 89 


Our Lowest Price Ever!! “ara 


a “a o> ee font eee 
ad 


Ra 
Or 
f 


Original equipment type AAR | ne” 


















Our Lowest Price ever! - Hurry! — 


Great for boats; campers, trucks or use at home* Compact 

ala mobile 23-channel radio has squelch control, built-in automatic 
noise limit circuit, plug in mike, meter, P.A. switch. =~ = 
_ Kraco Citizens Band Antenna .........+0+++ 19.88 


* Adapter available at additional cost 


ai 
inten de ndld & wa nee thedtl ah: OAL DN element Nee Ane AF vennsinrnnnnamnatrenreres idevcdriioornoncctcecedetvety RR EB6d 
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“moet it” 


“~ OPEN DAILY TIL 10, ILL. STORES OPEN SUN. 11-6 - 


a, < 


eee Si Bl a 


Sa nen aS eT SSS eerie 


SX-70° LAND 
35MM MINOLTA SRT-10 oo NES Kmart Low Price 


oA ak rs 


> 16%. =: 249" A : i Be P 1 21% 








W117 tons. ahr” speds. to. 1/1000 a ot ac eildaws 
. sido hs fin -camera 4 ae 2 ee color pictures no 





er. \ eee  FULLFRAME | | 
a). ee 5mm EE CAMERA) =| 
| MINOLTASRT-MC - . AAse| 
| CAMERA = vs oh Sa 
260-88 Pocket size. 12.8, 40mm lens: 
Sits, tt a MEN te, pee { atone etic ae 
mM, Case. are ‘ 


Vo noxen nas) 


| SLIDE PROJECTOR 
IN STOCK 


10% oe TW ay es 2 


‘ 0 
First come-first served. Assorted makes, models 
at each store—hurry for-best choice. Our Regular Low Prices 


Hurry for best selection on a wide assortment of makes, 
models and sizes. Save now at K Mart. 





GRANITE CITY Lee ad ST. CHARLES SOUTH COUNTY Le Tas 
3655 NAMEOK! RO DEM ie Ree a0) SINUS ee RMN Le LDL LS TUL) 
Re See St ar é eco ard (Near Lemay Ferry Rd 11) 


Hiway 367 of Chambe: Omen Kea C rg 





St.Louis an Renee Pi ; 
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HK MART'S-ADVERTISED. 
_ |) MERCHANDISE POLICY 


~ 41 Our tiem ienarrion ie to have every edverticad item 
if in sock on our thebves. Hf an ddvertised item is nat. 
P to ony vatorereen fem Bi 


f 
wth! Ws : ‘ s we a 
ne = For Doors up to 18° Wide up ee 
sy | ! \ : GARAGE DOOR OPERATOR : 
LR | Wy | Sauce | 9988 ; 
* eK tag ever Safely from inside car . . .in any weather. 











\ 
} 


i 
\ 
| reverse safety, chain drive. Ya- 

Garage Dior‘Opersion oe 


"| 
it 





4 ee 







fo 












“4Sall First Quality - No Seco 0D GRAIN 1. @s 12” VINYL 
4x) PRINTED TOE TiCLEBOARD ASBESTOS 
PANELING ON ‘/s2”” PART & FLOOR TILES 
Sale Ends oP Sale Ends Sun. 
Saturday s c 
7 ms with our attrac” 16 
‘ Redecorate oF finish reaped paneling has 





























































4 ; : e. s : 63: 
} plastic-coated fini et beautify your om “4 10" Wall Angle ....... ptiistisrenbeseend 
, Comesindecoratorion pai Mg Create ere Rugged GAF® tiles in 
on ridlight 2x4’ Fixture* ...... wide range: of colors -} 
at eget 7 LIQUID NAILS ‘ Gridiight 2x4’ Fixture** ..... 19.88 add new life to rooms. 
Be gi Fast and easy way to 68° 2 ond’ Pris Prisma 4 
sa al paneling. Many , (oon ome = 
: S\. other uses. Save. -netin. 22" Crackad-ioe Panel ......... aeeeoees 1.97 ; 
; es i 
All Items In This Section And On Pages 4 And 5 Are Available In All Our K mart Stores. | 
FIREPLACE PLUMBING 9x12-FOOT i 
‘MATCHES REPAIR KIT DROP CLOTH i 
88° 88 21°. 
Box of 90 in decora- Selection of washers, All-purpose light- 9x11”. aluminum | 
__ tive gift container. screws, packing. I weightplasticcloth. |=" oxide sandpaper. : 
JAGR Aa RS ae aha ST. CHARLES Ts | 
7400 OLD. ST. LOUIS ROAD HIGHWAY 140 AT NEW AHLIS FERRY ROAD EYE EMT), oe PTR SSE ae!) 1901 EDWARDSVILLE ROAD 
(ROUTE 13 AT SO. 74th ST.) {ACROSS FROM CROSS KEYS) (NEAR PONTOON RD.) (NEAR HIWAY 94 (ROUTE EAST OF ROUTE 111 
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wo0D-LOOK 
PLASTIC BEAMS 


































a 


CREATIVE 2x6’ 
DIVIDER FRAME 
Sale Ends : 6 57 
‘Saturday 7. 27 Self-timmed, 21x32” stainless sink stays — a 
= a rustic touch 8° ite oy clean without hard scrubbing. Hardwood divider fits up to 8" 
2’ Wood-Look .... 1 Strainer ceiling, holds 2x6’ panel. 
a : i 93 A 
5 a ea 14x16” BAR SINK |: 
; Polyurethane i 

8 a Sale Ends Saturday a : 
8 u : 8 For High or 4 
i 3 27.88 |} ee wan | 
8 WEATHER STRIPPING § a 8 DOOR THRESHOLDS 1 
. Sale Ends Sot, : Stainless steel sink offers convenient, ; Sale Priced ; 
: Yinie" Size. 98° 58 o. t pitcher-fling faucet and strainer. 1 purse gil 1 58 
ne DO-IT-YOURSELF |! 
a a a i 
CORK PANELING |! 
: : Sale Ends Saturday ; : 
4 “ae 2,44 
1 ' as 7 Pee 4 . 36” DRAG STRIP 
t: a Ss Sound-absorbing. Decorate quickly, inex- § 8 Sale Priced 8 
Ee a pensively with natural cork. Covers 8 sq. ft. 0. Bottom: strip pre- e 8 
B J 8 vents air draft. 8 
3 6 : 8 


3-IN-1 STEEL 
SHELF BRACKET |, 


Sale Ends << 
a «BE 
Easy-to-install 1-piece con- 
struction for 12” shelving. . 


STEEL-FRAME 
WORK BENCH 


=) =: 29,97 


2x4’ compressed-board work 
* surface. Tool rack, drawer. 







| ex 13.47 


3-piece kit with wood frame, 
| pegboard backi igs 
* | ware. Do it you 
















rat 1 Senos Damper en 


\ 








: Ree 92 ae es , oe x G U™ 
DECORATIVE | 2x4’ PEGBOARD | _ BATHROOM |] HEATER ’N FANS DUCT-FREE 
2x4’ PANELS FOR HOME USE | EXHAUST FAN | FOR BATHROOMS | RANGE HOODS 


“r* 2.47. | “i 84° | “2. 7.97)" 25.88] “:* 19.97 


‘Gar hore sscsaArachiortc es air 8 times each onan heater unit with § Ventilation, lighting unit. 
“gf shop. Ye” thick a “hour for a 45 sq. ft. area. built-in thermostat control. Mesh filter venting. Colors. 
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ry ‘+ 4! Walnut-Color Finished 
chit ‘| Distressed Wood 





CREATIVE SHELVING 
16” Single eel 3 66 


32” Double Bracket ...ccccocsccccsccucccces 6.96 
48" Triple Bracket .....ccccccses etaaeeame + 9.96 

CHO cies coscersiccdecesecsonesigescecs 2. 366 
3B" SHOE 650 is Seescecwnsscecse Uhieweaeaeces 4.97 
48” Shelf ck... .cccccceees eve eeeenic Eeisieieision'e 6.66 
3x10x60" Tudor-Style Mantle with Brackets . 24.97 
2x14%4x36" Stereo Shelf ......05 Reewarenwen 12.88 


HARDWOOD | | 
TABLE TOPS - | 


Sale Ends Saturday 


8.47. 


Build your own elegant ta- 
bles. Pre-sanded, assem- 
ble easily without tools. 

2x2x12" Spindle, Ea. 87° 
2x2x15” Spindle, Ea. 97* 


14x36" 

Lauan Shelf. . Ea. 4.96 
14x36” 1 or 2 End 
Rabbitend 

Lauan Shelf ..Ea. 4.96 


TRIPLE TRACK 
STORM WINDOW 


Sale Ends Saturday 


12.93 


Reduce. home workload 
with self-storing aluminum 
windows. Stock sizes. 












v, WY hy 
BIE } Was 
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INTERIOR SHUTTERS 
READY TO PAINT or STAIN. 







7x20" Shutters 
Sale Ends Sat. 















rEPTRRITL ADIT 
SPPREEPEETOLEP DI 

S PUT TUTNIDRNNT 
REL ERT TA 





pa ne TORT TE ieee wt cet 8 eet et 


Sennett) 


SELF-STORING ALUMINUM DOOR 
at Bien e an RSs asus: 
SELF STORING CROSSBUCK DOOR 


Safe: 7 Reg. . 
Gian 4} At lll, Stores Glens Son inin 


FULL-VIEW WHITE STORM DOOR 


Sturdy, baked enamel aluminum frame , 
door. All safety glass. 36x80” size. 48” 


Section 


|) Omamentai iron sections 
offer looks, protection. 
6-Ft. Rail Section, 6.97 
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mort PERFORMANCE W==— 
1. GUARANTEE... is 
9 — your durability querinved fi 


TRI-DOOR TUB 

GLASS PANELS 

mcr 389° 
Tempered glass panels in rust- 


corrosion-resistant aluminum 
frame. Extend to 58% inches. 


Antique Brass Finish 


CHARMING 7-PC. 
FIREPLACE 
ENSEMBLES 


Your 57 
Choice ° Ea. 


Matched fireplace sets of pull 
style 31x38” fireplace screen, 
distinctively crafted. andirons, 
4-pc. matched tool set. 


Custom Tinting 
At No Extra Cost 


READY TG ASSEMBLE 
UNFINISHED 
FURNITURE 


Your 


ee 


“THE FRESH LOOK” 
LATEX WALL PAINT 


Sale 94 


Price Gal. 


Fast-drying, flat interior. No painty 
odor. White and custom colors. 


“THE FRESH LOOK” 
LATEX ENAMEL 


Sale : 94 


Price Gal. 


Sale Ends 
Sunday 


Thermoste 
1500 watt 


Low lustre latex interior for kitchens, 
air. 30%4xé 


baths, woodwork. White, colors. 


A. 15.88 


u 


To 


Pre-grooved solid knotty pine with 
interlocking notches and side- 
teen drawers for easy assembly, 

ilIn-dried wood. Hardwood case 
backs, drawer bottoms. Save now. 


rs STORAGE BENCH 


B. RECORD CABINET 
16¥4x30x18%4" 


D. 15.88 


« : 812x34x46 
Assembly Instructions Included 


C. 3-DRAWER CHEST 
14x24x29” 


ae 
USP 
D. 4-SHELF BOOKCASE ‘ 

i 15.8 6. 
A super g 
used as a 


e 





No Installation! 
Just Ptug-in! 


MODERN DESIGN 
ELECTRIC HEAT 
FIREPLACE 


Sale Ends 
Sunday 


Thermostat otiesieel forced air, 
1500 watts. Recirculates warm 
air, 30%4x51x14”. 


ALL BRASS 
CUSPIDOR 
A super gift to be 
used as a planter. 


7 83" 


ANTIQUING 
LATEX KIT 


2.11 


Contains 1pt.* under- 


coat, ¥2 pt.* gloss. 


For Up To 50” Widths 


‘FIREPLACE 
CUSTOM SCREEN 


‘toc 7 


Made-to-measure folding screen 
in brass- or matte black-finish. 


sen Artificial Logs, Burn In Color 
77¢ E 


For 3 Hours 


" 24” LOG SET 
fuer .self- feed 1722 Onkica Oe ake, 27% 


28” STEEL GRATE - 


Surface Mount - 


MIRRORED 
CABINET 


18.56 


2 shelves. Built-in 
light fixture. 20x24”. 


With Spray . .21.88 


ONE-HANDLE 
FAUCET 


FLEX SPRAY 
REPAIR KIT SHOWER LAV FAUCET 


3.74 11.77 10.84 ~° 16.88 


7-pe. kit fits most Personal, take - along Two-handle faucet. One handle controls 
tanks. Instructions. | shower.Chromehead. Durable knobs. both flow, temp. 


TOILET TANK 4” CENTER 





TAS RSET a 


toting em 52 


sel Satac OE ee TO 


ELEMIS 


rp 


SABRE SAW 
succer 14.66 


High speed ‘for wood, plastic; 


low for metal. Right or left bevel 
to 45°. Built-in blower. 


' Sale Ends 
Saturday 
Orbital action removes paint, 


varnish; straight-line action 
buffs, polishes. Sands flush. 
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ITEMS ON THIS PAGE 
AVAILABLE AT ALL LOCAL KMART STORES 


’ Fix 'n finish home construction projects with ease! Choose 


fromour vast selection of name brand tools that are made to 
last. Ideal gifts for your handyman. 


1-TON HOIST AND WINCH ........ 18.96 
'WHAMMER? NAIL GUN .......... 14.88 
16-02. STEEL HAMMER .......... 5.47 
| 2Ax16" RAFTER SQUARE ......... 4.47 
48” LEVEL, 6 VIALS ........0000. 5.37 
12’ POWER TAPE LOCK .......... 3.33 
@ FOLDING WOOD RULE .......... 2.77 
8-PT. 26” HAND SAW .......2.00. 444 
STEEL STAPLE GUN.........2..0. 9.96 
HEAVY-DUTY TOOL BOX .......... 7.77 


4° VARIABLE 

SPEED DRILL 
nc 15.96 
Versatile for many materials 


and uses. Fingertip speed-lock 
button locks drill. 0-1000 RPM's. 


7%” VERSATILE 
CIRCULAR SAW 
suey 16.96 
Features combination biade, 


also rip une and safe, retract- 
able blade guard. 8-amp motor. 





DO-IT-YOURSELF WITH 


- WOODCREST STYLED 
CABINET 


KITCHEN 
CABINET j 
STARTER SET 


Sale Price 


Discover the practical beauty 
of simulated wicker and 
wood-grained vinyl cabinets. 
Wear-resistant 6' long base, 2 
wall cabinets, 36” valance 
shun fingerprints, stains. Sur- 
face wipes clean quickly. 


Kit Covers « 

35 Sq. Ft. . °°. 
3-Step .: 

Installation 


SEAMLESS LIQUID | © 
NO-WAX FLOOR 


Sele Ends Saturday 


11.96. 


Do-it-yourself, shiny in or | 
outdoor floor in 3-5 hours. 


fae 
acte 


ab 


sizes. In gold fleck. " 


Handsome simulated wood-grain 
cabinets, adaptable to any home 


es TTT 


i 


RS, 


15% OFF REG. PRICE 
* ON ALLOTHER 
KITCHEN CABINETS 


SELF-ADHESIVE 
CARPET TILES 


12x12”-Econotile* 


38° 


Add a roomful of personality with 
polypropylene 12” carpet squares. 
Stain-, mildew-, fade-resistant. 


‘LAMINATED 
COUNTER TOPS 


Sale Price 


BRACKETS 
Sale Ends Saturday — 


5.97. 


in 4-, 5-, G-, 8-, 10-, 12-ft. 
to set up, fold for storage. 


30” SAW HORSE 


Rust-resistant steel. Simple 


Simulated wood-grain desk 
assembles quickly, offers 
roomy drawer, work space. 
Suitable for den, bedroom. 


Lominsted desk top shown, not included. 


LAUNDRY ROOM 
UTILITY 
CABINETS 
30x30” Wall Cabinet 
44% 

Ea. 


Sturdy storage units survive 
bumps and detergents. Save. 


CONVENIENT 


36” 
Sinkbase 


18” 
Drawer 
Base 


~ Easy-to-install cabinet for 


trouble-free entertaining. 
Faucet, sink, counter top shown. not included. 


SOLID VINYL 
FLOOR TILES 


Sale Ends Saturday 
ic 
Ea. 
‘Long-lasting 12" squaresina | 
variety of designs, colors. 
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MERCURY VAPOR 
SECURITY LAMP 


Sale Price 


29.88 


Powerful 250-W. photoelec- 
tric lighting for protection. 





Pes 


SALEENDS Jf ‘troanont rout 


I] quality item at ecomperable reduetion 
1G policy is togive our customers” 


8.8. KRESGE CO. fj 


a aves 


SAP hehe Aree 


Dyna Flame® elec- 
tric fireplace with 
logs, screen and 
et ease 
Separate controls for 

Inca Antique |__| logs and heater. No 
Red ig | installation, just pl 
ar of a real fireplace. 
install beautiful 
i) needed to instal 
Kt doors or outdOOTS: capi 
Z-brick® fiqued red. D0 it yourselt. 


vermicu Too! Set Not Included 


Black Or Natural Adhesive Mortar, Gal. 7.87 uM | SAVE NOW an 


FIREPLACES 
= 42Q88 


Say | 31%x21%", 4.77 ~  “Balboa’’: Elegance in limited space. Corner-styled natural stone- 
1 = look fireplace with metal hood: 35” W., 60" H., 20” D. 


\\ 


FF 


i 


fl 
as 
UI 


TT 
UNRATE 


= 


| 


ST ene) 
t 
. 


uh 


i\ 
i 


i 


ee 


y 


= Es 
“Red Brick”: The appearance of used brick in a traditional 
LOUVERED PINE ALUMINUM BASE mantle-styled fireplace. 54‘ wide; 36” high, 11” deep. Save. 
CAFE DOORS = STORM WINDOWS pee | 


” " - rc “Fieldstone”: Natural stone-I00k realistically duplicated in a man- 
30 ’ 32 or 93 Choice of 77 i A” wide: 36">hi " 
36” wide. Save Pr. 32%x14%" or Ea. ve _tled heater-log fireplace. 54 aa 36" high, 11" deep. 
at Kmart. ‘ 31%x43%2". ee! 
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» Lvs. 


national 


.. the meat people 
abe) 


—-\ LOWERED 
MEAT 
PRICES 


THESE NEW LOW PRICES ARE 
[tao Oa 
NOT ‘SUPER’ SPECIALS! 


Ess 


USDA INSPECTED Y4 LOIN 


SH, wore 
FARM FRESH, WHOLE ew FRESH, LEAN 


Rese 
ALL FLAVORS 


Pevely 
Ice Cream 


Takase Pst ears 
NATIONAL’S PEVELY DELITEFULLY. LITE 


Sandwich “? Low Fat 
BREAD MILK 


8 25 s S (5) 
24-o1., : | 


WITH COUPON INSIDE 


WET Ts COUPON AND PURCHASE OF $10.00 OF MORE 
EXCLUDING LIQUOR, TOBACCO AND FRESH MILK 
OFFER EXPIRES TUESDAY, NOVEMBER 11, 1975 
LIMIT ONE COUPON PER FAMILY | 


(3°03 0 0S Meet ee 


FRESH, REGULAR 
UNITS OF 5 LBS. ND 





AS ALWAYS NATIONAL’S PRICES 
ARE GOOD THROUGH 
TUESDAY OF NEXT WEEK 


aaa : Cae Pia mead 
EVERYDAY PRICE! EU ee Z EVERYDAY PRICE! 


NOTICE 


If any of the advertised items are not avail- 
able during the period covered by this : 
National Super Market, Inc., Advertisement, wiisles “Yarcboba jeacKats $ 19 | tel Soil saaing,coyoeme. bance 

ou are entitled to a similar product of 1 3 ¥ oe 
Yool or better quallyy os a substitute for CORNED BEEF ROUND “~ | LARGE BOLOGNA » .O8e 
the advertised price {or lower price). or at 2 Tole ae ae ee 
your option you may have a “Rain Check” 
to. purchase the advertised product at a : la 


later time at the advertised price. . f EVERYDAY PRICE! 


THE “WAS” PRICES - 
EMENT 
THIS ADVERTIS| AST 
S BEFORE 


Ub. $1.09 


\ 

\ 

\ EGULAR PRICES 

| NOTE tats OR Uren SPECIALS 


The ‘‘New Low Price”’ or the “‘Every- a = 
day New Low Price’’ stated in this E 
y s' in USDA GOV'T. INSPECTED, FRYER SEITZ GARLIC OR = $149 HYGRADE Ath MEAT OR BEEF ie | 19 HILLSHIRE FARMS POLSKA ve $459 | 


advertisement are prices that have __ BREAST QUARTERS ALL MEAT BOLOGNA BALL PARK FRANKS SMOKED SAUSAGE. 
iG ond THIGH “QUARTERS Lb. 75< 


been changed,in the last 21 days. SEITZ PICKLE LOAF 1-Lb, Pkg. $1.49 | VLASIC SAUER KRAUT OF. 69¢ 


SALTED OR UNSALTED ALL FLAVORS ' Eagle Stamps t 
cx) Land O Lakes Pevely | ai 


BUTTER 


THIS WEEK’S “SUPER” SPECIALS EXTRA FANCY APPLES 


{cere ng x WHITE OR ASSORTED 200-ct. THE WORLD'S FINEST EATING APPLES : 
LAND LAKES A | . . “SUPER” fF. © Boxes c ZIPPER SKIN, SWEET EATING ; ¢ 
ey ns Ow L=/ Kleenex Tissue 95° 9 JUMBO SIZE TANGERINES ~' 9° 
=< tai . § : F Puss akin P Pros QQ peice GhiRLtY 11 for 98 ret 
a casa 4 mpkin Pies - ii e 
ees - egon ~@LARGE FLORIDA AVOCADOS ~~ 39° 
‘ Teri Towels 2 Rolls 1 
x 4 CONTADINA 6-oz. - $ 00 
Tomato Paste A can q AoE NATIONAL’S 
CONTADINA TOMATO SAUCE 8-oz. 18c , 
CONTADINA ITALIAN STYLE 2 Cane - SOUP 
Seeks Stewed Tomatoes& © CHICKEN NOODLE, 
cr a NATIONAL’S ROLLS 12-ct. , " or CHICKEN: & STARS 
Eat Eo Brown & Serve an 79: | 
Erste ORCHARD PARK Cc 
Baas eo Salad Olives “Jar “79 
LA CHOY CHINESE FOOD 
Chow Mein Noodles. Deans 99" () Green a eee cur 3= lé-ex., 79° 


rise: =# Oa 2°75 
DAIRY FOODS 

(#) Ballard Biscuits a 79° 

1869 Biscuits 2 “= B= 9s 

C#) Cotes Cottage Cheese = 49: 


1 


000 e00 
mite 
al 


cHERY 
OF POTATO 


22) 


’ (2) ih Whipping Cream ‘= 
a Chiffon Margarine ae 





Lis NEW LOW 
ash Mest Pia sh ty NM lst | eo 


BE lan HONORARY 
| NATIONAL 
STICi Sora GUEST 
F THE 
st. to wt HOCKEY BLUES 


NATIONAL, MAYROSE OR HUNTER USDA GOV'T. GRADED CHOICE, BLADE cor $409 REY ALL MEAT A WINN iR Noe pele 
SHOES ‘Wiens Ks 1 POLISH SAUSAGE 


“3 ene star ees 
SLICED BEEF & GRAVY 2 Lb. Pkg. $1.09 MAYROSE ALL BEER WIENERS - pkg. F cnmi SAX: GERMAN . oes ora 


3 Lae a Pia mee 3 Lis mo) 
PANE PRICE! VERYDAY PRICE! EVERYDAY PRICE! 
; im BE PO ; , — Tee D cates “ 
* NAME = on MESSAGE 
No PURCHAS NECESSARY 
ENTRY BLANKS iN) ALL 
NATIONAL STORES 


RALSTON PURINA TURKEYS ARE = "xs iver eeain 7 NATIONAL HAS A LARGE SELECTION. 7 
AVAILABLE AT YOUR NATIONAL © SKINHED WHITING | = * 79° Grave A eS Go nF VITA HERRING AVAILABLE 


aT ENS 


ED eo ms 1 REGULAR OR DIET MATIONAL’S GRADE A 
> for Extra Cash PEPSI Liege: 
aaa a ho oma COLA Fresh Eqgs 


= rae NORTHERN 
aon Spray | Cae 5 I RUSSET 3. “y § 7 
Maes cma A Bb 
DVS ) Quart pepasi 
$479 MS) Pack 
No Coupon Needed 7 
MEDIUM SIZE, suicy - 


PINK MEAT eee 10 - S19 


ie . R 
bu! 3 HOUR ce NATIONAL’S GRAPE JAM O! oe as HQ 


FIRE PLACE LOGS ay <2e a ee 22254" A 
POPPIN-TIME ‘a HAE \ 5 i . 
YELLOW popcorn 4: 99° 3 Ge Orange Juice 2 “= i 
eri Ee) Wish-Bone Dressing = 09 
NATIONAL’S Se SPECIAL cs) lTemon Pledge 


a s 
ee LADY LIKE PINK Gal. 39: 
Sandwich : Ee... Fabric Softner = °°" 


BREAD : j as ro) NATONAL'S 22-02. s] 29 


? Coffee Creamer ‘“ 


ia], 
ORCHARD PARK 3-Lb. 
§ 25 “SUPER” ¢ ° 5] 59 
24-ox. ORCHARD PARK — Wen 3/ : Fi ada Ae c= Shortening Can 
1 Bi : 


Leaves 


Wer Se fo - ' Fe , NATIONALS 100-ct. g 
ITH COUPON BELOW ao ae Luncheon Napkins2 Pkgs. 99: 
a1 OEE rey 298 BE ee ects DERG 
“wa $49 C2) Ripple Sauce 2 ae 99< aps Fruit Cocktal 1 72 
BL asa tm =) ruit i 
od 2 = 89 FROZEN FOODS 
“7g @ a tins oem meme = 9Qc i eran Caan 
Man-Pleaser : 
E (3) Stren Strawberries 3°= #400 
(x5) John’s Pizza ‘— 89< 
(2) Fieshelts 27 89° 


Heath Bars = 19° 





come 


945 Riverview 
15433 Southwes? 


7017 Sevth Lindbersh 
9612 Ollve pret ie ki 

120 Tentireo! el 

vain City Mall (Crystal Clty) 
700 Caryle (Baltevitle? 

504 Delmar 


pil; 
iD tvs. 9g: 
BAKE SHOP 


Save On These Health & Beauty Aids 


TE Ce COC Ae Me ere MCC MC 


1* VITAMIN SALE 
MAOLTIPLE VITAMINS 2°32 $1.80 


MAULTIPLES WITH IRON 2 Sis. $2.00 
Sansuins Vivamus 2 “tic: $1.60 
Chaduiv's win mon, 2 ‘me $1.80 
Terai 2 22 $2.00 


BEAST 
Pe SureR SPECIAL 


FAMILY PROTECTION 


PE TAB, BABY SHAPED 


ey KIMBIES 


A: UPER SPECIAL 


PH BALANCED 


Earthborn 


14 \5 


SUPER 


EVERYDAY PRICE! 


Pog suPER SPECIAL 


Eerie Lele} 


yae%; ANACIN — ; 
Oye. $409 ee 
Y Bil. 1 


Offer expires Tues., Net 
Limit one coupea’ per 


Offer expired Tuss., Nov. 11, 1975. 
Limit one goupen per fomily. 


ChE: eee 


Pema ta sit) creer MST Lae Taree Td 
Prermerel giao] 781.1307 9318 JENNINGS ROAD 389.3600 
Era eed IMEC ar elm Lecce Cee ey 


Perret med ree MTCC ee Cera 


Peo rie so rar ERS olor eres) 
DMC mL CUT alban eco) 
be toh eC a Veto OPN ae Os 
MOLL Mate tae MeN Tada) 
LARIMORE & BELLEFONYAINE ROADS 13041 NEW HALLS FERRY ROAD 


Peet CMM CM CCE TS Mae VCC tee 
Na ae UEC CLOT Cem Ia Tata 


Tone 
ome, 





